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Regulations 


TITLE 7—AGRICULTURE 

Chapter IV—War Food Administration 
(Crop Insurance) 

(Arndt. I] 

Part 417—1945 Tobacco Crop Insurance 
Regulations 

MISCELLANEOUS AMENDMENTS 

Part 417 (10 F.R. 2467) of the 1945 To¬ 
bacco Crop Insurance Regulations is 
amended in the following respects: 

Section 417.1 (a) is amended to read: 

§ 417.1 Availability of tobacco crop 
insurance, (a) Tobacco crop Insurance 
will be offered in 1945 in accordance with 
these regulations on the following kinds 
of tobacco and in the following counties: 

Flue-cured tobacco: Vance. Surry and Wil¬ 
son Counties, North Carolina; Lunenburg 
and Pittsylvania Counties, Virginia; Marion 
County, South Carolina; Cook County, 
Georgia. 

Burley tobacco: Bourbon and Larue Coun¬ 
ties, Kentucky: Greene and Maury Counties, 
Tennessee. 

Cigar tobacco: Lancaster County, Pennsyl¬ 
vania; Vernon County, Wisconsin. 

Such insurance will be offered on the 
basis of (1) not to exceed 75 percent of 
the investment in the crop and (2) not to 
exceed 75 percent of the average yield 
of average quality tobacco for the farm. 
The Corporation may offer both plans 
of insurance in the county but the pro¬ 
ducer may insure his interest in the crop 
under only one such plan. 

Section 417.4 is amended to read: 

§ 417.4 Insurance period. Insurance 
with respect to any insurance unit shall 
attach at the time the crop is planted, 
except that insurance shall not attach 
with respect to any acreage put to an¬ 
other use before it is too late to replant 
tobacco, as determined by the Corpora¬ 
tion. Insurance shall cease with respect 
to that portion of the crop upon weighing 
in at the tobacco warehouse, transfer of * 
interest in the tobacco after harvest, re¬ 
moval of the tobacco from the insurance 
unit except for curing or packing, weigh¬ 
ing of the tobacco for casing, or the end 
of the 1945 marketing season as deter¬ 


mined by the Corporation, whichever oc¬ 
curs first. 

Section 417.7 is amended by adding the 
words “pole burn” and a comma follov/- 
ing the words “plant disease.” 

Section 417.13 is amended to read: 

$ 417.13 Time of loss. Loss, if any, 
shall be deemed to have occurred at the 
completion of weighing in of the insured 
crop at the tobacco warehouse, removal 
of the insured crop from the insurance 
unit except for curing or packing, weigh¬ 
ing of the tobacco for casing, or the end 
of the 1945 marketing season as deter¬ 
mined by the Corporation, whichever oc¬ 
curs first, unless the Corporation deter¬ 
mines that the tobacco crop was de¬ 
stroyed or substantially destroyed ear¬ 
lier, in which event the loss shall be 
deemed to have occurred on the date 
so determined by the Corporation. The 
tobacco crop shall be deemed to have 
been substantially destroyed if the Cor¬ 
poration determines that it has been so 
badly damaged that farmers generally 
in the area, where the farm is located 
and on whose farms similar damage oc¬ 
curred, would not further care for the 
crop or harvest any portion thereof. 

Section 417.15 is amended by striking 
the word “auction” wherever it appears 
therein. 

Section 417.37 is amended by adding 
the following: 

(v) “Warehouse” means auction or 
other warehouse where tobacco is sold 
or pooled for selling cooperatively. 

Section 417.43 is amended by adding 
the following: 

Wisconsin. June 2. 1945. 

Pennsylvania. June 2, 1945. 

Section 417.44 is amended by adding 
the following: 

Wisconsin. February 1, 1946. 

Pennsylvania. February 1, 1946. 

Adopted by the Board of Directors on 
May 11. 1945. 

[seal] E. R. Duke, 

Chairman. 

Approved: June 11, 1945. 

Wilson Cowen, 

Assistant War Food Administrator. 

[F. R. Doc. 45-10217; Filed. June 12, 1945; 

11:12 a. m.J 
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of Documents, directly to the Government 
Printing Office, Washington 25, D. C. 

There are no restrictions on the republica¬ 
tion of material appearing In the Federal 
Register. 


NOTICE 

The 1943 Supplement to the Code 
of Federal Regulations, covering 
the period June 2, 1943, through De¬ 
cember 31, 1943, may be obtained 
from the Superintendent of Docu¬ 
ments, Government Printing Office, 
at $3.00 per book. 

Book 1: Titles 1-31, including Presi¬ 
dential documents in full text. 
Book 2: Titles 32-50, with 1943 Gen¬ 
eral Index and 1944 Codification 
Guide. 

The complete text of the Cumula¬ 
tive Supplement (June 1, 1938- 
June 1, 1943) is still available in ten 
units at $3.00 each. 
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Chapter VII—War Food Administration 
(Agricultural Adjustment) 

[ACP-1944-2) 

Part 701— Agricultural Conservation 

Procram 

application for payment and availability 

OF FUNDS 

Pursuant to the authority vested in the 
Secretary of Agriculture under sections 7 
to 17, inclusive, of the Soil Conservation 
and Domestic Allotment Act, as 
amended, and in the War Food Admin¬ 
istrator by E.O. No. 9322, 8 F.R. 3807; E.O. 
No. 9334. 8 F.R. 5423; and E.O. No. 9392, 
8 F.R. 14783, the 1944 Agricultural Con¬ 
servation Program is amended as fol¬ 
lows: 

1. Section 701.509 (b), the fourth sen¬ 
tence is amended to read as follows: 

§ 701.509 Application for payment. 
• * * 

(b) Time and manner of filing appli¬ 
cation and information required. • • • 
Any application for payment may be 
rejected if any form or information 
required of the applicant is not sub¬ 
mitted to the county office within the 
time fixed by the regional director, which 
time shall not be later than December 
31, 1945. 

2. Section 701.513 (b), the last para¬ 
graph is amended to read as follows: 

§ 701.513 Authority , availability of 
funds and applicability. * ♦ • 

(b) Availability of funds. • * $ 

The funds provided for the 1944 pro¬ 
gram will not be available for the pay¬ 
ment of applications filed in the county 
office after December 31, 1945. 

Done at Washington, D. C., this 11th 
day of June 1945. 

Wilson Cowen, 

Assistant War Food Administrator. 

[F. R. Doc. 45-10216; Filed, June 12, 1945; 

11:12 a. m.J 


Chapter VIIT—War Food Administration 
(Sugar Determinations) 

Part 802— Sugar Determinations 
determination OF fair and reasonable 

WAGE RATES FOR PRODUCTION AND CULTI¬ 
VATION OF SUGARCANE IN FLORIDA, 1945 

Pusuant to the provisions of subsection 
(b) of section 301 of the Sugar Act of 
1937, as amended, and Executive Order 
No. 9322, issued March 26, 1943, as 
amended by Executive Order No. 9334, 
issued April 19, 1943, and Executive 
Order No. 9392, issued October 26. 1943, 
the following determination is hereby 
issued: 

g 802.24t Fair and reasonable wage 
rates for production and cultivation of 
sugarcane in Florida during the calendar 
year 1945. The requirements of subsec¬ 
tion (b) of section 301 of the Sugar Act 
of 1937, as amended, shall be deemed 
to have been met with respect to the 
production and cultivation of sugarcane 
in Florida during the calendar year 1945. 
if all persons employed on the farm dur- 
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ing that period in the production and 
cultivation of sugarcane shall have been 
paid in full for all such work and shall 
have been paid wages in cash therefor 
at rates as follows: 

(a) The wage rates agreed upon be¬ 
tween the producer and the laborer but 
in no case less than the following: 

(1) On a time basis: 

Rate per hour 
(cents) 


(1) For all work except as specified 
under (ii) below: 

Adult males_ 35.0 

Adult females__ 30.0 

(ii) Tractor drivers- 45.0 

(iii) ChUdren between 14 and 16 years 

of age (maximum employment of 
such children is 0 hours per day) 30.0 


(2) On a piece rate basis. For all 
classes of work performed on a piece rate 
basis the earnings per hour shall not be 
less than the applicable rate per hour 
specified under (1) above: Provided . 
however . That minimum earnings per 
hour shall not apply to prisoners of war 
but they shall be paid at the same piece 
rate as other laborers. 

(b) General provisions. (1) In addi¬ 
tion to the foregoing, the producer shall 
furnish to the laborer, without charge, 
the customary prerequisites, .such as a 
habitable house, a suitable garden plot 
with facilities for its cultivation, pastur¬ 
age for livestock, medical attention, and 
similar incidentals. 

(2) The producer shall not, through 
any subterfuge or device whatsoever, re¬ 
duce the wage rates to laborers below 
those determined above. 

(Sec. 301, 50 Stat. 909; 7 U.S.C. 1131; 
E.O. 9322, 8 F.R. 3807; E.O. 9334, 8 F.R. 
5423; E.O. 9392. 8 F.R. 14783) 

Issued this 11th day of June 1945. 

Ashley Sellers, 

Assistant War Food Administrator. 

IP. R. Doc. 45-10215; Filed, June 12, 1945; 

11:12 a. m.] 


TITLE 28—INTERNAL REVENUE 
Chapter I—Bureau of Internal Revenue 

Subchaptcr E—Administrative Provisions Common 
to Various Taxes 

IT. D. 6456| 

Part 472 —Regulations Under Section 
3804 of the Internal Revenue Code 

TIME FOR PERFORMING CERTAIN ACTS POST¬ 
PONED BY REASON OF WAR 

Treasury Decision 5279, relating to pe¬ 
riod of time to be disregarded under sec¬ 
tion 3804 of the Internal Revenue Code 
in determining whether certain acts are 
timely performed, amended to provide 
an increase in the period of time to be 
disregarded in the case of certain mem¬ 
bers of the armed forces of the United 
States. 

Treasury Decision 5279T<26 CFR, 1943 
Supp.) Part 472, approved July 10, 1943, 
as amended by Treasury Decision 5444, 
approved March 5, 1945, is further 
amended as follows: 

Paragraph 1 . Section 472.202 (b) is 
amended as follows: 

(A) By inserting immediately preced¬ 
ing the parenthetical expression in that 


part designated “(2)” the following: ”, 
if such last day occurred prior to Janu¬ 
ary 1, 1945.'* 

<B) By redesignating that part now 
designated “(3)” as "(4)”. 

<C) By inserting immediately after 
that part designated “(2)” the following: 

(3) The date on which the return or 
payment would otherwise become due 
falls prior to the 15th day of the sixth 
month following the month in which 
falls the last day of a period of 91 days 
or more of continuous service by the 
individual on sea duty or outside the 
continental United States, if such last 
day occurs after December 31. 1944; or 

Par. 2. Section 472.202 (c) is amended 
by adding at the end thereof the follow¬ 
ing sentence: “In the application of this 
paragraph, if the individual ceases (ex¬ 
cept by reason of death or incompe¬ 
tency) to be a member of the military or 
naval forces of the United States serv¬ 
ing on sea duty or outside the continen¬ 
tal United States after December 31, 
1944, the 15th day of the sixth month 
shall be substituted for the 15th day 
of the fourth month in (1) hereof/* 

Par. 3. Section 472.203 (c) is amended 
by inserting immediately after that part 
designated “(3)** the following sentence: 
“In the application of this paragraph, if 
the individual ceases (except by reason 
of death or incompetency) to be a mem¬ 
ber of the military or naval forces of the 
United States serving on sea duty or 
outside the continental United .States 
after December 31, 1944, the 15th day of 
the sixth month shall be substituted for 
the 15th day of the fourth month in (1) 
hereof.** 

(Secs. 3791 and 3804.1.R.C. (53 Stat. 467, 
56 Stat. 961: 26 U.S.C., 3791, 26 U.S.C., 
Sup. m. 3804)) 

f seal 1 Joseph D. Nunan, Jr.. 

Commissioner of Internal Revenue. 

Approved: June 9, 1945. 

Joseph J. O'Connell, Jr., 

Acting Secretary of the Treasury. 

(F. R. Doc. 45-10277; Filed. June 12. 1945; 
ll:52*a. m.J 


TITLE 32—NATIONAL DEFENSE 
Chapter IX—War Production Board 

Authority: Regulations In this chapter, 
unless otherwise noted at the end of docu¬ 
ments affected, issued under sec. 2 (a), 54 
Stat. 676, as amended by 65 Stat. 236. 56 Stat. 
177, 58 Stat. 827; E.O. 9024, 7 F.R. 329; E.O. 
9040, 7 F.R. 527; E.O. 9125, 7 F.R. 2719; W.PJB. 
Reg. 1 as amended Dec. 31,1943. 9 F.R. 64. 

Part 1010— Suspension Orders 
| Suspension Order S-810] 

NATIONAL NEWSPAPERS CORP. 

National Newspapers Corporation is a 
corporation, not for profit, engaged In 
the business of publishing a newspaper 
called “The Labor Union**, which paper 
is distributed from various centers scat¬ 
tered all over the United States. Dur¬ 
ing the fourth quarter of 1944, it caused 
to be used in the printing of its paper 
22.42 tons of print paper in excess of its 


allowable consumption quota permitted 
under the provisions of Limitation Or¬ 
der Lr-240. This resulted from misin¬ 
formation in believing that 16*4 tons of 
newsprint furnished for it by an outside 
printer would not be included within its 
quota. National Newspapers Corpora¬ 
tion had not used in excess of 25 tons of 
newsprint in publishing its papers during 
any quarter prior to the fourth quarter 
of 1944, and had failed to become in¬ 
formed of the provisions of Limitation 
Order L-240 as amended September 5, 
1944, which affected its operations. This 
over-consumption of newsprint was a 
violation of Limitation Order L-240 and 
has diverted critical materials to uses 
not authorized by the War Production 
Board. In view of the foregoing, it is 
hereby ordered, that: 

§ 1010.810 Suspension Order No. 
S-810. (a) National Newspapers Corpo¬ 

ration during the third and fourth quar¬ 
ters of 1945 and the first and second 
quarters of 1946, shall reduce its con¬ 
sumption of print paper for the printing 
of “The Labor Union” by 2 J /2 tons each 
quarter under the consumption quota 
of print paper it would otherwise be en¬ 
titled to use for these periods under the 
provisions of Limitation Order L-240. 

(b) Nothing contained in this order 
shall be deemed to relieve National News¬ 
papers Corporation from any restriction, 
prohibition, or provision contained in 
any other order or regulation of the War 
Production Board, except insofar as the 
same may be inconsistent with the pro¬ 
visions hereof. 

(c) The restrictions and prohibitions 
contained herein shall apply to National 
Newspapers Corporation, its successors 
or assigns, or persons acting in its behalf. 
Prohibitions against the taking of any 
action include the taking indirectly as 
well as directly of any such action. 

Issued this 11th day of June 1945. 

War Production Board, 
ByJ. Joseph Whelan, 

Recording Secretary. 

(F R. Doc. 45-10210: Filed, June 11, 1945; 

5:04 p. m.J 


Part 944— Regulations Applicable to the 
Operation of the Priorities System 
[Priorities Reg. 16. as Amended June 12, 1945) 
APPEALS PROCEDURE 

§ 944.37 Priorities Regulation 16 —(a) 
What this regulation does. This regula¬ 
tion explains the procedure for appealing 
from orders, regulations and administra¬ 
tive actions of the War Production Board, 
except suspension orders issued on the 
recommendation of Compliance Com¬ 
missioners. It also explains how the ap¬ 
peals will be handled by WPB. 

(b) Definitions. For purposes of the 
regulation: “An appeal” means a request 
for individual relief on the grounds that 
compliance by the appellant or another 
would work an exceptional and unrea¬ 
sonable hardship which is net suffered 
generally by others in the same industry 
or activity, or on the grounds of improper 
discrimination. It does not include an 
initial application or initial request for 
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an authorization, a preference rating, an 
allocation or any other administrative 
action expressly contemplated by the or¬ 
ders and regulations of WPB. In the ab¬ 
sence of exceptional and unreasonable 
hardship not suffered generally by others 
or in the absence of improper discrimi¬ 
nation an appellant may expect his ap¬ 
peal to be denied. There are two kinds 
of appeals, and they are defined below: 

(1> “Appeal from an order or regula¬ 
tion” means an initial appeal for indi¬ 
vidual relief from any provision of a pub¬ 
lished order or regulation (including any 
published direction, schedule or other 
supplement to an order or regulation) 
which applies generally to all persons or 
to a class of persons described in the or¬ 
der or regulation. 

(2) '‘Appeal from administrative ac¬ 
tion” means an appeal for reconsidera¬ 
tion or modification of WPB action taken 
with respect to a particular person. 
Such administrative actions include the 
issuance of or refusal to issue individual 
authorizations, directives, preference 
ratings, quotas or allotments. The ac¬ 
tion of the WPB in granting or denying 
an initial “appeal from an order or reg¬ 
ulation”, or in granting or denying an 
application for an authorization under 
an order, is an administrative action; so 
a request for reconsideration of such ac¬ 
tion on the grounds of hardship or im¬ 
proper discrimination is an “appeal from 
administrative action”. Such an appeal 
is initially called a first “appeal from ad¬ 
ministrative action”, and a further ap¬ 
peal from the WPB action taken upon 
it is called a second “appeal from admin¬ 
istrative action”. 

(c) How appeals are prepared and 
filed. An appeal not prepared and filed 
as required below may be returned to 
the appellant without action. 

(1) Number of copies. Unless other¬ 
wise specified, all appeals must be filed 
in triplicate. 

(2) Form of appeal. An “appeal fro m 
a n order or regulation” should refer to 
the provision appe aled from, and must 

died on F orm WPB-1477 unless the 
order or regulation specifies filing upon 
ne other parti cular form or by letter . 
An “appeal from administrative action” 
must (unless otherwise stated in spe¬ 
cific instructions) be filed by letter re¬ 
ferring to the action appealed from and 
identifying the initial request by WPB 
form number and case number, if any. 

(3) Statement of grounds for appeal 
The fact that a person is appealing must 
be stated, and the grounds for claiming 
exceptional and unreasonable hardship 
or improper discrimination should be 
clearly set out. 

(4> Statement of ma npox cer re quire - 
ments. Wher e an “appeal from an or- 
der or regul ation” relates to production 
in a Stroup I or Group II labor area and 
the productio n will take place In an 
establishme nt ^hose total number of 
produc tion workers will be more than 100 
if the appeal is gra nted , the rules s tated 
bel ow inThisSubparagraph (4) as to the 
filing of a statement of manpower re¬ 


quirements must be followed. Where 
th isTs not the case, the rules do not ap¬ 
ply. but the appeal must show o n its 
face either the location of the plant or 
br anch outsid e of Group I and Group H 

labor areas or t hat t h e tot al nu mber of 

production workers will be 100 or less. 

(1) Unless the order or regulation 
specifically provides otherwise , the “ap¬ 
peal from an order or regulation” must 
be accompanied either by^statement of 
manpower information on Form WPB - 
3820 oFby" a letter as exp lained below in 
subdivisi ons (ii) and (ill). 

(U) The appeal must be acco mpani ed 
by Form WPB-3820 w here a g r ant of th e 
appeal,^whether in whole o r in p art, 
wouldresult in an inc rea se in the current 
ra te of production of any produc t by the 
per son m aking the appea l, or would re¬ 
sult irTnew production o f a product not 
now being p roduce d by him unless the 
appellant~~wilTaiso apply t o make the 
product for which the ap peal is filed un- 
deTCMP Reg ulation 1, Priorities Regula¬ 
tion I IB or Priorities Re gu lation 25; 
or will apply on Form WPB-617 fo r 
an ~ authori zation to construct faci li- 
ti es to produce the product for which 
the appeal is filed. When Form WPB- 
3820~is filed with an a p peal on Form 
WPB-1477. Questions D-2 and D-3 on 
FornTWPB-1477 ne ed not be answered. 
~ If the app eal is f rom a man ufactu ring 
restriction of an orde r or re gulation and 
the appe llant himself will not make the 
product to which_the appeal re lates , the 
Form WPB-3820 must be prepared and 
signedjylhe per son who will make the 

product; or if the appeal is from other 

than a manufacturing restriction and 
the appellant will not use the product to 
which th e appeal relates, t he Form WPB- 
3820 must be prepared and signed by the 
person who will use the product In his 
production operations. 

(Ill) If Form WPB-3820 is not req uired 
by~subdiv ision~(ii) above, then th e u - 
peal must be accom panied by a letter 
from the app eUant, the person who will 
make the product, or t he personwho will 
use it, as the case may be. sta ting that 
(a r no increase by him Jn_the current 
rate of production of any product, and 
no new produc tion of a pr oduct not n ow 
produced by him will resul t from the 
granting of the appeal, or (b) an a ppli- 
cation covering 1the proposed pr oduction 
iVbeing made by him under CMP Regu- 
1 at ion hPrioi illation 11B or Pri¬ 

orities Regulation 2 5. or that an app li¬ 
cation for an authorization to beg in 
const ruction is being made on Form 

WPB-617. 

(5) Request for consideration by the 
Appeals Board. If the appellant, in the 


case of a second or further “appeal from 
administrative action”, wants considera¬ 
tion of his appeal by the Appeals Board, 
he should expressly request in writing its 
referral to the Appeals Board as further 
explained in paragraph (e) below. 

(d) Where appeals are filed. (1) 
“Appeals from orders or regulations” 
must be filed where indicated in the or¬ 
ders or regulations. If there is no indi¬ 
cation, such appeals should be addressed 
to Appeals Routing Unit, War Produc¬ 
tion Board, Washington 25, D. C. An 
exception to this rule is that a person 
who, in connection with the subject mat¬ 
ter of his appeal, is also making an appli¬ 
cation on any form which he is instructed 
to file in a field office may, at his election, 
attach his appeal to the application and 
file both with the appropriate field office. 

(2) An “appeal from administrative 
action” should be filed at the same place 
the initial application or “appeal from 
an order or regulation” was filed, or if 
the administrative action was based upon 
neither an application nor an “appeal 
from an order or regulation” it should 
be addressed to the Appeals Routing 
Unit, War Production Board, Washing¬ 
ton 25. D. C. However, any request to 
reopen a case granted or denied on the 
recommendation of the Appeals Board 
may be filed with that Board. Appeals 
should never be addressed to the Execu¬ 
tive Secretary or Recording Secretary 
who attests the execution of War Pro¬ 
duction Board actions. 

(e) Appeals Board. (1) The Appeals 
Board of the War Production Board is 
established as an impartial body prima¬ 
rily to consider second and further “ap¬ 
peals from administrative actions” in 
cases in which exceptional and unrea¬ 
sonable hardship or improper discrim¬ 
ination is claimed, except as stated in 
subparagraph (3) below. Any person 
complaining of administrative action on 
these grounds may have a second or 
further “appeal from administrative ac¬ 
tion” submitted to the Appeals Board for 
final action if he expressly requests it in 
writing. On the other hand, the Appeals 
Board will not normally consider any 
cases which do not involve these factors 
or which are not second or further “ap¬ 
peals from administrative actions”. It is 
not its ordinary function to review ac¬ 
tions involving judgment as to the proper 
distribution of materials, programming 
of military or civilian production and 
their relative essentiality. If the basis 
for the second or further appeal is thp 
essentiality to the war effort and not a 
claim of exceptional and unreasonable 
hardship or improper discrimination, no 
request for referral to the Appeals Board 
should be made. For further informa¬ 
tion concerning proceedings before the 
Appeals Board see Direction 1 to this 
regulation. 

(2) Any second or further “appeal 
from administrative action" in which 
exceptional and unreasonable hardship 
or improper discrimination is claimed, if 
not granted promptly on the recommen¬ 
dation of the official who took the action 
appealed from (or an official superior to 
him) will be referred to the Appeals 
Board: Provided, That the referral has 
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been expressly requested in writing by 
the appellant. However, the referral to 
the Appeals Board will preclude further 
consideration of the case by such officials 
on the above grounds, and the decision 
of the Appeals Board will be final. 

(3) In a case where the action was 
taken by the Office of War Utilities an 
“appeal from administrative action” will 
not be referred to the Appeals Board ex¬ 
cept in the discretion of the Director of 
the Office of War Utilities. 

(f) Grants and denials of appeals. 
An “appeal from an order or regulation” 
will generally be granted or denied on 
the recommendation of the official ad¬ 
ministering the order or regulation. 
When the original administrative action 
has been taken by a field office of WPB 
the appeals in certain cases will be sent 
to Washington. A first “appeal from 
administrative action” may be granted 
or denied on the recommendation of the 
official who took the original action. A 
second or further “appeal from admin¬ 
istrative action” may likewise be granted 
or denied unless referral to the Appeals 
Board has been requested in writing by 
the appellant. A second or further “ap¬ 
peal from administrative action” may be 
granted or denied on the recommenda¬ 
tion of the Appeals Board. 

The grant or denial of any appeal in 
whole or in part will be valid only when 
issued in the name of the War Produc¬ 
tion Board, countersigned or attested by 
the Executive Secretary or Recording 
Secretary, or in accordance with WPB 
Regulation No. 1 (§ 903.0). The grant 
or denial of an appeal referred to the 
Appeals Board will be indicated by a 
phrase such as “on the recommenda¬ 
tion of the Appeals Board”. 

The denial of any appeal, in whole or 
in part, on the recommendation of the 
Appeals Board, is final unless the Ap¬ 
peals Board elects to reopen the mat¬ 
ter, but the denial of an appeal on the 
recommendation of the Office of War 
Utilities is final unless that office elects 
to reopen the matter. 

(g) Public files. Whenever an order 
or another regulation of the War Pro¬ 
duction Beard expressly so provides, pub¬ 
lic files containing records relating to 
the appeals from such orders or regula¬ 
tions or from administrative actions 
taken under them shall be set up and 
shall be available for public inspection 
during the business hours of the War 
Production Board. 

Note: The reporting requirements of this 
regulation have been approved by the Bureau 
of the Budget In accordance with the Fed¬ 
eral Reports Act of 1942. 

Issued this 12th day of June 1945. 

War Production Board, 

By J. Joseph Whelan, 

Recording Secretary. 

IF. R. Doc. 45-10237; Filed, June 12, 1945; 

11:18 a. m.J 


Part 1010— Suspension Orders 
(S uspension Order S-784, Stay of Execution! 
JOHN BYRNES CO. 

John Bernstein, doing business as Johp 
Byrnes Company, of 35 Lyman Street, 


Springfield, Massachusetts has appealed 
from the provisions of Suspension Order 
No. S-784, issued May il, 1945 and has 
requested a stay on the ground that ir¬ 
reparable harm would be done his busi¬ 
ness if the suspension order were not 
stayed. The Chief Compliance Commis¬ 
sioner has directed that the provisions 
of the suspension order be stayed, subject 
to reinstatement, pending final determi¬ 
nation of the appeal or until further 
order by the Chief Compliance Commis¬ 
sioner or his Deputies. 

In view of the foregoing: it is hereby 
ordered, that: § 1010.784 Suspension 
Order No. S-784 be stayed, subject to re¬ 
instatement, pending final determination 
of the appeal or until further order by 
the Chief Compliance Commissioner or 
his Deputies. 

Issued this 11th day of June 1945. 

War Production Board, 
By J. Joseph Whelan, 

Recording Secretary. 

IF R. Doc. 45-10208; Filed, June 11, 1945; 

5:04 p. m.J 


Part 1010— Suspension Orders 
[S uspension Order S-803J 
BEAN ELECTRIC CO. 

Irving P. Bean, doing business as Bean 
Electric Company at 1014 First Avenue 
South, Seattle, Washington, is distribu¬ 
tor of electrical products. Between April 
9, 1943 and July 7, 1944, he made an 
unauthorized extension of a AA-4 pref¬ 
erence rating on a purchase order for 
tjiirty side arm electric water heaters, 
and extended a preference rating of 
AA-3 on three purchase orders for 
eighty-four sidearm electric water heat¬ 
ers although he was authorized to extend 
this rating for no more than fifty-seven 
of such heaters, all in violation of Priori¬ 
ties Regulation No. 3. Between April 1, 
1944 and August 29, 1944, li ving P. Bean 
sold and delivered approximately 19,004 
feet of rigid electrical conduit and flex¬ 
ible metal conduit of the value of $1,720, 
on unrated orders to persons other than 
(JJstributors, in violation of Limitation 
Order L-225. 

Irving P. Bean knew T that his business 
was affected by the above regulation and 
order, and the violations were due to his 
gross negligence. These violations have 
diverted critical material to uses not au¬ 
thorized by the War Production Board. 
In view of the foregoing, it is hereby or¬ 
dered, that: 

§ 1010.803 Suspension Order No. 
S-803. (a) Irving P. Bean shall not for 
ninety days from the effective date of 
this order apply or extend any preference 
rating in the acquisition or purchase of 
side arm electric water heaters, rigid 
electrical conduit, or flexible metal con¬ 
duit. 

(b) Irving P. Bean shall not for ninety 
days from the effective date of this order 
jfurchase or accept delivery of any side 
arm electric water heaters. 

(c) Nothing contained in this o^der 
shall be deemed to relieve Irving P. Bean 


from any restriction, prohibition or pro¬ 
vision contained in any other order or 
regulation of the War Production Board, 
except insofar as the same may be in¬ 
consistent with the provisions hereof. 

(d) The restrictions and prohibitions 
contained herein shall apply to Irving P. 
Bean, doing business as Bean Electric 
Company or any other name, his succes¬ 
sors and assigns, or persons acting on his 
behalf. Prohibitions against the taking 
of any action include the taking indi¬ 
rectly as well as directly of any such 
action. 

(e) This order shall take effect on June 
12, 1945. 

Issued this 2d day of June 1945. 

War Production Board, 
By J. Joseph Whelan, 

Recording Secretary. 

IF. R. Doc. 45-10236; Filed, June 12, 1945; 

11:18 a. m.j 


Part 1010— Suspension Orders 
[S uspension Order S-805J 
the grask company, INC. 

The Grask Company, Inc., is an Iowa 
corporation, with its principal place of 
business at 314 East 6th Street, Des 
Moines, Iowa. It is engaged in the sale 
and servicing of new and used house 
trailers as a dealer, and is also engaged 
in the manufacture of house trailers. 
During the period from March 11,1944 to 
July 15, 1944 the corporation delivered 
31 new or used house trailers which had 
been manufactured after July 15, 1943; 
these deliveries were not specifically au¬ 
thorized by the War Production Board on 
Form WPB-3538, and were in violation of 
Limitation Order L-205. These viola¬ 
tions were the result of gross negligence 
amounting to wilfulness and have inter¬ 
fered with the controls established by 
the War Production Board for the allo¬ 
cation of critical materials. In view of 
the foregoing, it is hereby ordered, that: 

§ 1010.805 Suspension Order No. S- 
805. (a) The Grask Company, Inc., its 

successors or assigns, shall reduce its 
production of house trailers by two 
house trailers during the third quarter 
of 1945, and by three house trailers dur¬ 
ing the fourth quarter of 1945 and during 
each of the first and second quarters of 
1946 below its authorized production 
schedule issued by the War Production 
Board. 

(b) Nothing contained in this order 
shall be deemed to relieve the Grask 
Company, Inc., its successors or assigns, 
from any restriction, prohibition or pro¬ 
vision contained in any other order or 
regulation of the War Production Board, 
except insofar as the same may be incon¬ 
sistent with the provisions hereof. 

<c> Issued this 11th day of June 1945. 

War Production Board, 
By J. Joseph Whelan, 

Recording Secretary. 

[F. R. Doc. 45-10209; Filed, June 11, 1945; 

5:04 p. m.) 
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Part 3291— Consumers Durable Goods 

[Limitation Order L-18-b. Revocation! 

DOMESTIC VACUUM CLEANERS 

Section 3291.80 Limitation Order L- 
18-b and all authorizations issued under 
it are revoked. Manufacturers may now 
produce and deliver domestic vacuum 
cleaners, attachments and parts for do¬ 
mestic vacuum cleaners without regard 
to the provisions of Order L-18-b or any 
grant of appeal or authorization relaxing 
its restrictions. This revocation does not 
affect any liabilities incurred for viola¬ 
tion of the order or of actions taken by 
the War Production Board under the 
order. The manufacture and delivery 
of domestic vacuum cleaners, attach¬ 
ments and parts for them remain sub¬ 
ject to all other applicable regulations 
and orders of the War Production Board. 

Issued this 11th day of June 1945. 

War Production Board, 
By J. Joseph Whelan, 

Recording Secretary. 

|F. R. Doc. 45-10205; Filed. June 11, 1945; 

5:04 p. m.J 


Part 3293— Chemicals 

[General Allocation Order M-300, Schedule 
61, as Amended June 12, 1945 j 

PHOSPHATE plasticizers 

§ 3293.1061 Schedule 61 to General Al¬ 
location Order M-300—(a) Definition. 
“Phosphate plasticizers” means the fol¬ 
lowing phosphate plasticizers in any 
form and from whatever source derived: 

Trlcresyl phosphate 

Triphenyl phosphate 

Di-phenyl mono-(ortho xenyi) phosphate 

Dl-(ortho xenyi) mono-phenyl phosphate 

(b) General restrictions. Phosphate 
plasticizers are subject to allocation 
under General Allocation Order M-300 
as an Appendix C material. The initial 
allocation date for tricresyl and tri¬ 
phenyl phosphate is August 1, 1942, and 
for di-phenyl mono-(ortho xenyi) phos¬ 
phate and di-(ortho xenyi) mono-phenyl 
phosphate is June 1, 1943, when these 
phosphate plasticizers were first put 
under allocation by Order M-133 (re¬ 
voked). The allocation period is the 
calender month. The small order ex¬ 


emption per person per month is as fol- 


lows: 

Tricresyl phosphate-- 

.... 535 lbs. 

. phosphate. 

225 lbs. 

in phenyl mono 

(ortho-xenyl) 

phosphate_ 

_ 5 gals. 

Di (ortho-xenyl) 

mono-phenyl 

phosphate_ 



Customers must furnish use c ertifl- 
cates when orderin'; in amounts fle- 
in . ipli <i) below, and must 

file on Form WPB-2 945 when or derin g 
in am ounts de scribed in paragra p h (e) 
below. 

(c) Transition from Appendix A to A g- 
pe ndix C control . For calendar months 
prior to July, 1945. allocation control of 


phosphate plasticizers is as Appendix A 
materials, and for calendar months be¬ 
ginning with July, 1945, allocati on con¬ 
trol is as Appendix C materials. Regular 
and interim authorizations on Form 

WPB ^2946 to deliver a nd on Form WP B- 
2945 to use or accept delivery for alloca¬ 
tion periods prior to July, 1945, are not 
affected by the change to Appe ndix C 
control, but ar e subj ect to t he limitati ons 
on duration of authorization under Or¬ 
der M-300. A supplier who has been au - 
tho rized to set aside for his own use, and 

a customer who has b een authorized to 
accept d elivciy of. a quantity of a phos¬ 
phate plasti cizer whic h he ha s no t bee n 
authorized to use may use the material 
without specific authorization if the total 
amount so set aside or received by him 
is not in ex cess of the s mall ord er exempt 
q uantity, but if the total amount Is 
greater he must obtain specifi c authori¬ 
zation to use it on a Form WPB-2945, 
orForm WPB-2947, as the case ma y be. 

(d) Suppliers * applications on WPB - 
2947. Each supplier seeking authoriza- 
tion to use or deliv er s hall file applica - 
t on on Form WgB-2947. Filing date 
is the 22nd day of the month before the 
proposed~delivery month. File separate 
sc-ts "of forms for each phosphate plas- 
tici zer. "Send three co pies < one certified > 
to the War Production Board, Chem icals 
55 re au, Washington 25, D. C., Ref: M- 
300- 61. T he unit of measure is p ounds. 
Fill in Table I as follows: First, list In 

Column 1 th e names of customers who 

have filed WPB-2945 forms with the ap¬ 
pl icantan^n^olupanj^ "WPB- 

2945”; s( in Column 11 • 

of customers who have filed use ce rtifi¬ 
cates with the applicant find in Column 
la trans cribe the uses stated in the cer¬ 
tificates: thir d, specify in Column 1 “Ag¬ 
g regate sma ll order deliveries ,, and leave 
Column la blank; fill in other columns 

as indicated. Fill in Table U. 

if the applicant supplier is seeking au¬ 
thoriza t ion to use any part of his own 
production or stock, lie shall li st the re- 
quest on his Form WPB-2947 with the 
orders from customers filing use c ei ti B- 
cates as if~th e consuming p a rt of his 
mization had filed a purchase order 
and use certificate with the p rod ucti on 
or distribution part of his organ izat ion 
(the act ual fi hng~of such order - and cer- 
tificate is not nece ssary). 

(e) Customers ’ applicat ions on WPB - 
2945. Each person seeking del ivery of 
more than 10,000 pounds of any phos¬ 
phate plasticizer per month In the ag- 
gregate from ail suppliers shall file ap¬ 
plication for authorization on Form 
WPB-2945. Filing date is the 17th day of 
"the month before the requested alloca¬ 
tion month. File separate sets of forms 
for each supplier and for each phosphate 


plasticizer. Send three copies (one cer¬ 
tified) to the War Production Board, 
Chemicals Bureau, Washington 25. D. C., 
Ref: M-300-61, and one copy (reverse 
side blank) to the supplier. The unit of 
measure is pounds. Fill in Column 3 in 
terms of the following: 

Wire and cable Insulation 
A. I. E E.—45 
Aircraft—ANJC-48 a 
Assault wire—W-130 ( ) 

British shipboard 
C. A. A. Border lights 
Coaxial 

Combat wire WD-l/TT 
Field wire—WD— 12/TT 
F. X. S.—599 

Navy shipboard cable—15 C 1 
Ordnance tank wire—90-12 
P. O. S. N. 

P. S. N. 

Railway signal wire 
Radio—JAN-76 
Shot fire 
S. J. S. N. 

S. N. 

S. N. W. 

Telephone and telegraph wire 
Tubing 
71—700 cord 
Others (Identify) 

Textile coatings 

Airplane dope 

Wire and cable lacquer 

Other lacquers 

Paper coatings 

Molding compounds 

Photographic film 

Chemical resistant coatings 

Oil additive 

Motor fuel additive 

Inks * 

Adhesives 

Artificial leather 

Rubber (natural cr synthetic) 

Sheet plastic 
Lubricants 

Miscellaneous (specify) 

Resale (in original form) 

Export (in original form) 

Inventory (in original form) 

Opposite each primary product in Col¬ 
umn 3 specify end use in Column 4, giv¬ 
ing Army or Navy specifications or con¬ 
tract numbers, or Lend-Lease requisition 
and contract numbers, when practicable, 
regardless of whether the primary prod¬ 
uct is under allocation. Opposite “Re¬ 
sale,” “Export” or “Inventory” in Column 
3, fill in Column 4 in accordance with 
paragraph (11-a) of Appendix E of Or¬ 
der M-300. Fill in other columns of 
Table I, and fill in Tables II and III, as 
indicated. Leave Tables IV and V blank. 

(f) Certified uses with purcliase orders- 
Each person placing pu rchase orders for 
delivery of between t he exempt small or¬ 
der quantity and 10,000 pounds of any 
phosphate pl astic izer per month in the 
aggregate from all suppliers, shall fur- 
nish a certified statement of p ropo sed 
use with e ach order for that p lasticizer. 
De scribe proposed use as shown in para¬ 
graph (e) above and certify “Use certi¬ 
fied—R ef: M-300” (as prescribed in Ap- 
pendix D of Order M-300). 

Note: Paragraph (g) and (h), formerly (f) 
and (g), redesignated June 12. 1945. 

(g) Budget Bureau approval. The 
above reporting requirements have been 
approved by the Bureau of the Budget in 
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accordance with the Federal Reports 
Act of 1942. 

th) Communications to War Produc¬ 
tion Board. Communications concern¬ 
ing this schedule shall be addressed to 
War Production Board, Chemicals Bu¬ 
reau, Washington 25, D. C., Ref: M-300- 
61. 

Issued this 12th day of June 1945. 

War Production Board, 

• By J. Joseph Whelan, 

Recording Secretary . 

|F. R. Doc. 45-10238; Piled. June 12, 1945; 
11:18 a. m.J 


Chapter XI—Oflice of Price 
Administration 

Part 1364 —Fresh. Cured and Canned 
Mot and Fish Products 
|MPR 336, Amdt. 241 

RETAIL CEILING PRICES FOR PORK CUTS AND 
CERTAIN SAUSAGE PRODUCTS 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment has been issued simultaneously 
herewith and filed with the Division of 
the Federal Register. 

Maximum Price Regulation No. 336 is 
amended in the following respects: 

1. Subparagraph (6) to section 5 (b) 
is added to read as follows: 

(6) Notwithstanding any of the fore¬ 
going provisions of subparagraphs (1), 
(2), (3) or (4) of this paragraph (b), 
upon a finding that there exist within 
any specified area or areas located in 
Zone 1 and having a total population not 
to exceed 25.000 persons, as shown by 
outstanding food ration books issued for 
such area or other data providing rea¬ 
sonably accurate estimates, quotas per¬ 
mitting sales of fabricated meat cuts and 
quotas permitting sales of retail meat 
cuts which are insufficient to supply the 
requirements of purveyors of irfeals. and 
upon further finding that such condi¬ 
tion has occurred because of an increase 
in population due to any cause other 
than the establishment and maintenance 
of a project or projects connected 
directly with the war effort and under 
the direction and control of the United 
States Government, the Administrator 
of the Office of Price Administration, 
Washington, D. C. t may, by order, desig¬ 
nate such area as a deficiency area for 
such period as he may prescribe: Pro¬ 
vided That in no event shall such period 
extend beyond October 15, 1945. 

Upon the designation by the Admin¬ 
istrator at Washington, D. C., of any 
specific area as a deficiency area under 
the provisions of this subparagraph (6) 
of section 5 (b), the District Director of 
the Office of Price Administration for 
.the district in which such deficiency area 
is located may authorize any retail sell¬ 
ing establishment customarily serving 
such area which is not a hotel supply 
house, and which does not own or con¬ 
trol a packing or slaughtering plant and 
which is not owned or controlled by a 
person who owns or controls a packing 


or slaughtering plant to sell retail meat 
cuts at the prices specified in section 21 
of Maximum Price Regulation No. 336, 
section 30 of Maximum Price Regulation 
No. 355 and section 24 of Maximum Price 
Regulation No. 394, to purveyors of meals 
located In such area in whatever volume 
and subject to such terms and conditions 
as he may deem necessary; Provided, 
That in no event may such retail selling 
establishment be authorized to sell retail 
cuts of meat, in excess of 70 percent of 
its total monthly dollar volume of meat 
sales, to buyers who are not ultimate 
consumers. 

Every seller authorized to sell retail 
meat cuts to purveyors of meals under 
the provisions of this section 5 (b) (6) 
shall file on or before the 10th day of 
each calendar month with the appro¬ 
priate District Office of the Office of Price 
Administration signed duplicate reports 
indicating (i) the name of the seller; 

(ii) the address of the retail selling es¬ 
tablishment for which the report is filed; 

(iii) the total dollar volume of all meat 
sales made from such retail selling es¬ 
tablishment during the preceding calen¬ 
dar month; (iv) the total dollar volume 
of all sales of retail meat cuts made to 
purveyors of meals from such selling es¬ 
tablishment during the preceding cal¬ 
endar month, and (v) the total dollar 
volume of all sales of retail meat cuts, if 
any. made to other retail dealers from 
such selling establishment during the 
preceding calendar month. 

Each District Director, within whose 
jurisdiction any specific area has been 
declared deficient under the provisions 
of this section 5 (b) <6). shall make 
monthly reports on or before the 15th 
day of each calendar month to the San 
Francisco Regional Office of the Office of 
Price Administration for transmittal to 
the Administrator of the Office of Price 
Administration, Washington, D. C.,'in¬ 
dicating the number of deficiency areas 
within his jurisdiction, the number of 
retail selling establishments within each 
such area which have been authorized to 
make sales subject to the provisions of 
this section 5 (b) (6), one copy of each 
of the monthly reports required to be 
filed in duplicate by each of the said 
sellers, and any other data available 
which is pertinent to the determination 
of the efficacy of the provisions of this 
section 5 (b) (6) as an aid in securing 
more equitable distribution of meats to 
ultimate consumers and purveyors.of 
meals in the affected area. Such reports 
and data shall be forwarded in their 
original form to the Administrator at 
Washington, D. C., by the Regional Ad¬ 
ministrator, who may supplement such 
reports with any data or comments he 
deems pertinent. For purposes of con¬ 
venience the reports required by sections 
5 (b) (6) and 5 (d) (3) of Maximum 
Price Regulations Nos. 336, 355 and 394 
may be consolidated: Provided , That the 
data concerning sales to purveyors of 
meals is separated from the data con¬ 
cerning sales of retail meat cuts between 
retailers. 

2. Subparagraph (3) of section 5 (d) 
is added to read as follows: 


(3) Notwithstanding any of the fore¬ 
going provisions of this paragraph (d). 
upon a finding that there exist within 
any specified area or areas located in 
Zone 1 and haying a total population 
not to exceed 25.000 persons, as shown by 
outstanding food ration books issued for 
such area, or other data providing rea¬ 
sonably accurate estimates, quotas per¬ 
mitting sales of retail meat cuts which 
are insufficient to supply the meat re¬ 
quirements of other retail dealers meet¬ 
ing the criteria established for retail 
dealers authorized to purchase retail 
meat cuts for resale purposes under the 
provisions of subparagraph (1) of this 
section 5 (d). and upon further finding 
that such condition has occurred because 
of an increase in population due to any 
cause, the Administrator of the Office of 
Price Administration. Washington, D. C., 
may, by order, designate such area as a 
deficiency area for such period as he may 
prescribe: Provided, That in no event 
shall such period extend beyond October 
15, 1945. 

Upon the designation by the Adminis¬ 
trator at Washington, D. C.. of any spe¬ 
cific area as a deficiency area under the 
provisions of this subparagraph (3) of 
section 5(d), the District Director of the 
Office of Price Administration for the 
district in which such deficiency area is 
located may authorize any retail selling 
establishment customarily serving such 
area which is not a hotel supply house, 
and which does not own or control a 
packing or slaughtering plant and which 
is not owned or controlled by a person 
who owns or controls a packing or 
slaughtering plant to sell retail meat cuts 
at the prices specified in section 21 of 
Maximum Price Regulation No. 336. sec¬ 
tion 30 of Maximum Price Regulation 
No. 335 and section 24 of Maximum Price 
Regulation No. 394, to other retail deal¬ 
ers meeting the criteria established for 
retail dealers authorized to purchase re¬ 
tail meat cuts for resale purposes under 
the provisions of subparagraph (1) of 
this section 5(d) and located in such area 
in whatever volume and subject to such 
terms and conditions as he may deem 
necessary: Provided, That in no event 
may such retail selling establishment be 
authorized to sell retail cuts of meat, in 
excess of 70 percent of its total monthly 
dollar volume of meat sales, to buyers 
who are not ultimate consumers. 

Every seller authorized to sell retail 
meat cuts to other retail dealers under 
the provisions of this section 5 (d) (3) 
shall file on or before the 10th day of 
each calendar month with thp appropri¬ 
ate District Office of the Office of Price 
Administration signed duplicate reports 
indicating: (i) the name of the seller; 
(ii) the address of the retail selling 
establishment for which the report is 
filed; (iii) the total dollar volume of all 
meat sales made from such retail sell¬ 
ing establishment during the preceding 
calendar month; (iv) the total dollar 
volume of all sales of retail meat cuts 
made to other retail dealers from such 
selling establishment during the preced¬ 
ing calendar month; and (v) the total 
dollar volume of all sales of retail meat 
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cuts, if any, made to purveyors of meals 
during the preceding calendar month. 

Each District Director within whose 
jurisdiction any specific area has been 
declared deficient under the provisions 
of this section 5 (d) (3) shall make 
monthly reports on or before the 15th 
day of each calendar month to the San 
Francisco Regional Office of the Office 
of Price Administration, Washington, 
D. C., indicating the number of defi¬ 
ciency areas within his jurisdiction, the 
number of retail selling establishments 
within each such area which have been 
authorized to make sales subject to the 
provisions of this section 5 (d) (3), one 
copy of each of the monthly reports re¬ 
quired to be filed in duplicate by each 
of the said sellers, and any other data 
available which is pertinent to the de¬ 
termination of the efficacy of the provi¬ 
sions of this section 5 (d) (3) as an aid 
in securing more equitable distribution 
of meats to ultimate consumers and pur¬ 
veyors of meals in the affected area. 
Such reports and data shall be for¬ 
warded in their original form to the 
Administrator at Washington, D. C.. by 
the Regional Administrator, who may 
supplement such reports with any data 
or comments he deems pertinent. For 
purposes of convenience the reports re¬ 
quired by sections 5 (b) (6) and 5 (d) 
(3> of Maximum Price Regulations Nos. 
336, 355 and 394 may be consolidated: 
Provided, That the data concerning sales 
to purveyors of meals are separated from 
the data concerning sales of retail meat 
cuts between retailers. 

This amendment shall become effec¬ 
tive June 11, 1945. 

Note: The reporting provisions of this 
amendment have been approved by the Bu¬ 
reau of the Budget in accordance with the 
Federal Reports Act of 1942. 

Issued this 11th day of June 1945. 

Chester Bowles. 

Administrator. 

[F. R. Doc. 45-10182; Filed, June 11, 1945; 

4:50 p. m.J 


Part 1364— Fresh. Cured and Canned 
Meat and Fish Products 

[MPR 355, Arndt. 271 

RETAIL CEILING PRICES FOR BEEF, VEAL. 

LAMB AND MUTTON CUTS AND ALL VARIETY 

MEATS AND EDIBLE BY-PRODUCTS 

A statement of the considerations in¬ 
volved in the issuance of this amendment 
has been issued simultaneously herewith 
and filed with the Division of the Fed¬ 
eral Register. 

Maximum Price Regulation No. 355 is 
amended in the following respects: 

1. Subparagraph (6) to section 5 (b) is 
added to read as follows: 

(6) Notwithstanding any of the fore¬ 
going provisions of subparagraphs (1), 
(2>, (3) or (4) of this paragraph (b), 
upon a finding that there exist within 
any specified area or areas located in 
Zone 1 and having a total population not 
to exceed 25,000 persons, as shown by 
outstanding food ration books issued 
for such area or ether data providing 
reasonably accurate estimates, quotas 


permitting sales of fabricated meat cuts 
and quotas permitting sales of retail 
meat cuts which are insufficient to sup¬ 
ply the requirements of purveyors of 
meals, and upon further finding that 
such condition has occurred because of 
an increase in population due to any 
cause other than the establishment and 
maintenance of a project or projects 
connected directly with the war effort 
and under the direction and control of 
the United States Government, the Ad¬ 
ministrator of the Office of Price Admin¬ 
istration, Washington, D. C., may. by 
order, designate such area as a deficiency 
area for such period as he may prescribe: 
Provided, That in no event shall such 
period extend beyond October 15, 1945. 

Upon the designation by the Adminis¬ 
trator at Washington. D. C., of any spe¬ 
cific area as a deficiency area under the 
provisions of this subparagraph (6) of 
section 5 (b), the District Director of the 
Office of Price Administration for the 
district in which such deficiency area is 
located may authorize any retail selling 
establishment customarily serving such 
area which is not a hotel supply house, 
and which does not own or control a 
packing or slaughtering plant and which 
is not owned or controlled by a person 
who owns or controls a packing or 
slaughtering plant to sell retail meat 
cuts at the prices specified in section 21 
of Maximum Price Regulation No. 336, 
section 30 of Maximum Price Regulation 
No. 355 and section 24 of Maximum Price 
Regulation No. 394. to purveyors of meals 
located in such area in whatever volume 
and subject to such terms and conditions 
as he may deem necessary: Provided , 
That in no event may such retail selling 
establishment be authorized to sell re¬ 
tail cuts of meat, in excess of 70 percent 
of its total monthly dollar volume of 
meat-sales, to buyers who are not ulti¬ 
mate consumers. 

Every seller authorized to sell retail 
meat cuts to purveyors of meals under 
the provisions of this section 5 (b) (6) 
shall file on or before the 10th day of each 
calendar month with the appropriate 
District Office of the Office of Price Ad¬ 
ministration signed duplicate reports in¬ 
dicating (i) the name of the seller; (ii) 
the address of the retail selling estab¬ 
lishment for which the report is* filed; 
(iii) the total dollar volume of all meat 
sales made from such retail selling es¬ 
tablishment during the preceding cal¬ 
endar month; (iv) the total dollar vol¬ 
ume of all sales of retail meat cuts made 
to purveyors of meals from such selling 
establishment during the preceding cal¬ 
endar month, and (v) the total dollar 
volume of all sales of retail meat cuts, if 
any, made to other retail dealers from 
such selling establishment during the 
preceding calendar month. 

Each District Director, within whose 
jurisdiction any specific area has been 
declared deficient under the provisions 
of this section 5 (b) (6) shall make 
monthly reports on or before the 15th 
day of each calendar month to the San 
Francisco Regional Office of the Office 
of Price Administration for transmittal 
to the Administrator of the Office of 
Price Administration, Washington, D. C.. 
indicating the number of deficiency 


areas within his jurisdiction, the num¬ 
ber of retail selling establishments 
within each such area which have been 
authorized to make sales subject to the 
provisions of this section 5 (b) (6), one 
copy of each of the monthly reports re¬ 
quired to be filed in duplicate by each of 
the said sellers, and any other data 
available which is pertinent to the de¬ 
termination of the efficacy of the pro¬ 
visions of this section 5 (b> (6) as an 
aid in securing more equitable distribu¬ 
tion of meats to ultimate consumers and 
purveyors of meals in the affected area. 
Such reports and data shall be for¬ 
warder in their original form to the Ad¬ 
ministrator at Washington, D. C., by the 
Regibnl Administrator, who may supple¬ 
ment such reports with any data or com¬ 
ments he deems pertinent. For pur¬ 
poses of convenience the reports re¬ 
quired by sections 5 (b) (6) and 5 (d> (3) 
of Maximum Price Regulations Nos. 336, 
355 and 394 may *be consolidated; Pro¬ 
vided, That the data concerning sales to 
purveyors of meals is separated from the 
data concerning sales of retail meat cuts 
between retailers. 

2. Subparagraph (3) of section 5 (d) 
is added to read as follows: 

(3) Notwithstanding any of the fore¬ 
going provisions of this paragraph td), 
upon a finding that there exist within 
any specified area or areas located in 
Zone 1 and having a total population not 
to exceed 25,000 persons, as shown by 
outstanding food ration books issued for 
such area or other data proriding rea¬ 
sonably accurate estimates, quotas per¬ 
mitting sales of retail meat cuts which 
are insufficient to supply the meat re¬ 
quirements of other retail dealers meet¬ 
ing the criteria established for retail 
dealers authorized to purchase retail 
meat cuts for resale purposes under the 
provisions of subparagraph (1) of this 
section 5 (d), and upon further finding 
that such condition has occurred because 
of an increase in population due to any 
cause, the Administrator of the Office of 
Price Administration, Washington, D. C., 
may, by order, designate such area as a 
deficiency area for such period as he may 
prescribe: Provided. That in no event 
shall such period extend beyond October 
15. 1945. 

Upon the designation by the Adminis¬ 
trator at Washington, D. C., of any spe¬ 
cific area as a deficiency area under the 
provisions of this subparagraph (3) of 
section 5 (d), the District Director of 
the Office of Price Administration for the 
district in which such deficiency area is 
located may authorize any retail selling 
establishment customarily serving such 
area which is not a hotel supply house, 
and which does not own or control a 
packing or slaughtering plant and which 
is not owned or controlled by a person 
who owns or controls a packing or slaugh¬ 
tering plant to sell retail meat cuts at the 
prices specified in section 21 of Maxi¬ 
mum Price Regulation No. 336, section 30 
of Maximum Price Regulation No. 355 
and section 24 of Maximum Price Regu¬ 
lation No. 394, to other retail dealers 
meeting the criteria established for re¬ 
tail dealers authorized to purchase retail 
meat cuts for resale purposes under the 
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provisions of subparagraph (1) of this 
section 5 (d) and located in such area in 
whatever volume and subject* to such 
terms and conditions as he may deem 
necessary: Provided. That in no event 
may such retail selling establishment be 
authorized to sell retail cuts of meat, in 
excess of 70 percent of its total monthly 
dollar volume of meat sales, to buyers 
who are not ultimate consumers. 

Every seller authorized to sell retail 
meat cuts to other retail dealers under 
the provisions of this section 5 (d) (3) 
shall file on or before the 10th day of 
each calendar month with the appro¬ 
priate District Office of the Office of Price 
Administration signed duplicate reports 
indicating: (i) the name of the seller: 

(ii) the address of the retail selling es¬ 
tablishment for which the report is filed; 

(iii) the total dollar volume of all meat 
sales made from such retail selling es¬ 
tablishment during the preceding cal¬ 
endar month; (iv) the total dollar vol¬ 
ume of all sales of retail meat cuts made 
to other retail dealers from such selling 
establishment during the preceding cal¬ 
endar month; and (v) the total dollar 
volume of all sales of retail meat cuts, 
if any, made to purveyors of meals dur¬ 
ing the preceding calendar month. 

Each District Director within whose 
jurisdiction any specific area has been 
declared deficient under the provisions 
of this section 5 (d) (3) shall make 
monthly reports on or before the 15th 
day of each calendar month to the San 
Francisco Regional Office of the Office 
of Price Administration, Washington, 
D. C., indicating the number of defi¬ 
ciency areas within his jurisdiction, the 
number of retail selling establishments 
within each such area which have been 
authorized to make sales subject to the 
provisions of this section 5 (d) (3). one 
copy of each of the monthly reports re¬ 
quired to be filed in duplicate by each 
of the said sellers, and any other data 
available which is pertinent to the de¬ 
termination of the efficacy of the pro¬ 
visions of this section 5 (d) (3) as an aid 
in securing more equitable distribution 
of meats to ultimate consumers and pur¬ 
veyors of meals in the affected area. 
Such reports and data shall be for¬ 
warded in their original form to the Ad¬ 
ministrator at Washington, D. C., by the 
Regional Administrator, who may sup¬ 
plement such reports with any data or 
comments he deems pertinent. For pur¬ 
poses of convenience the reports re¬ 
quired by sections 5 (b) (6) and 5 (d) 
(3) of Maximum Price Regulations Nos. 
336, 355 and 394 may be consolidated; 
Provided, That the data concerning sales 
to purveyors of meals is separated from 
the data concerning sales of retail meat 
cuts between retailers. 

This amendment shall become effec¬ 
tive June 11, 1945. 

Note: The reporting requirements of this 
amendment have been approved by the Bu¬ 
reau of the Budget in accordance with the 
Federal Reports Act of 1942. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator . 

|F. R. Doc. 45-10183; Filed. June 11, 1945; 

4:50 p. m.J 

No. 117-2 


Part 1364— Fresh, Cured and Canned 
Meat and Fish Products 
(MPR 394, Arndt. 151 

RETAIL CEILING PRICES FOR KOSHER BEEF, 

VEAL, LAMB AND MUTTON CUTS AND ALL 

VARIETY MEATS AND EDIBLE BYPRODUCTS 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment has been issued simultaneously 
herewith and filed with the Division of 
the Federal Register. 

Maximum Price Regulation No. 394 is 
amended in the following respects: 

1. Subparagraph (6) of section 5 (b) 
is added to read as follows: 

(6) Notwithstanding any of the fore¬ 
going provisions of subparagraphs (1), 
(2), (3) or (4) of this paragraph (b), 
upon a finding that there exist within 
any specified area or areas located in 
Zone 1 and having a total population 
not to exceed 25,000 persons, as shown 
by outstanding food ration books issued 
for such area or other data providing 
reasonably accurate estimates, quotas 
permitting sales of fabricated meat cuts 
and quotas permitting sales of retail meat 
cuts which are insufficient to supply the 
requirements of purveyors of meals, and 
upon further finding that such condi¬ 
tion has occurred because of an increase 
in population due to any cause other 
than the establishment and maintenance 
of a project or projects connected direct¬ 
ly with the w r ar effort and under the di¬ 
rection and control of the United Slates 
Government, the Administrator of the 
Office of Price Administration, Wash¬ 
ington, D. C„ may, by order, designate 
such area as a deficiency area for such 
period as he may prescribe: Provided, 
That in no event shall such period ex¬ 
tend beyond October 15, 1945. 

Upon the designation by the Ad¬ 
ministrator at Washington, D. C.. of 
any specific area as a deficiency area 
under the provisions of this subpara¬ 
graph (6) of section 5 (b). the Dis¬ 
trict Director of the Office of Price Ad¬ 
ministration for the district in which 
such deficiency area is located may au¬ 
thorize any retail selling establishment 
customarily serving such area which is 
not a hotel supply house, and which does 
not own or control a packing or slaugh¬ 
tering plant and w T hich is not owmed or 
controlled by a person who owns or con¬ 
trols a packing or slaughtering plant to 
sell retail meat cuts at the prices speci¬ 
fied in section 21 of Maximum Price 
Regulation No. 336, section 30 of Maxi¬ 
mum Price Regulation No. 355 and sec¬ 
tion 24 of Maximum Price Regulation 
No. 394, to purveyors of meals located in 
such area in whatever volume and sub¬ 
ject to such terms and conditions as he 
may deem necessary: Provided, That in 
no event may such retail selling estab- 
lisment be authorized to sell retail cuts 
of meat, in excess of 70 percent of its 
total monthly dollar volume of meat 
sales, to buyers who are not ultimate 
consumers. 

Every seller authorized to sell retail 
meat cuts to purveyors of meals under 


the provisions of this section 5 (b) (6) 
shall file on or before the 10th day of 
each calendar month with the appro- 
prite District Office of the Office of Price 
Administration signed duplicate reports 
indicating (i) the name of the seller; 

(ii) the address of the retail selling es¬ 
tablishment for which the report is filed; 

(iii) the total dollar volume of all meat 
sales made from such retail selling estab¬ 
lishment during the preceding calendar 
month; (iv) the total dollar volume of 
all sales of retail meat cuts made to pur¬ 
veyors of meals from such selling estab¬ 
lishment during the preceding calendar 
month, and (v) the total dollar volume 
of all sales of retail meat cuts, if any, 
made to other retail dealers from such 
selling establishment during the pre¬ 
ceding calendar month. 

Each District Director, within whose 
jurisdiction any specific area has been 
declared deficient under the provisions 
of this section 5 (b) (6) shall make 
monthly reports on or before the 15th 
day of each calendar month to the San 
Francisco Regional Office of the Office of 
Price Administration for transmittal to 
the Administrator of the Office of Price 
Administration, Washington, D. C., in¬ 
dicating the number of deficiency areas 
within his jurisdiction, the number of 
retail selling establishments within each 
such area which have been authorized to 
make sales subject to the provisions of 
this section 5 (b) (6), one copy of each 
of the monthly reports required to be 
filed in duplicate by each of the said 
sellers, and any other data available 
which is pertinent to the determination 
of the efficacy of the provisions of this 
section 5 (b) (6) as an aid in securing 
more equitable distribution of meats to 
ultimate consumers and purveyors of 
meals in the effected area. Such reports 
and data shall be forwarded in their 
original form to the Administrator at 
Washington, D. C., by the Regional Ad¬ 
ministrator, who may supplement such 
reports with any data or comments he 
deems pertinent. For purposes of con¬ 
venience the reports required by sections 
5 (b) (6) and 5 (d) (3) of Maximum 
Price Regulations Nos. 336, 355 and 394 
may be consolidated: Provided , That 
the data concerning sales to purveyors 
of meals is separated from the data con¬ 
cerning sales of retail meat cuts between 
retailers. 

2. Subparagraph (3) of section 5 (d) 
is added to read as follows: 

(3) Notwithstanding any of the fore¬ 
going provisions of this paragraph (d), 
upon a finding that there exist within any 
specified area or areas located in Zone 1 
and having a total population not to ex¬ 
ceed 25,000 persons, as shown by out¬ 
standing food ration books issued for 
such area or other data providing rea¬ 
sonably accurate estimates, quotas per¬ 
mitting sales of retail meat cuts which 
are insufficient to supply the meat re¬ 
quirements of other retail dealers meet¬ 
ing the criteria established for retail 
dealers authorized to purchase retail 
meat cuts for resale purposes under the 
provisions of subparagraph (I) of this 
section 5 (d), and upon further finding 
that such condition has occurred because 
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of an increase in population due to any 
cause, the Administrator of the Office of 
Price Administration, Washington, D. C., 
may, by order, designate such area as a 
deficiency area for such period as he may 
prescribe: Provided, That in no event 
shall such period extend beyond October 
15. 1945. 

Upon the designation by the Adminis¬ 
trator at Washington, D. C., of -any spe¬ 
cific area as a deficiency area under the 
provisions of this subparagraph (3) of 
section 5(d), the District Director of the 
Office of Price Administration for the dis¬ 
trict in which such deficiency area is lo¬ 
cated may authorize any retail selling 
establishment customarily serving such 
area which is not a hotel supply house, 
and which does not own or control a 
packing or slaughtering plant and which 
is not owned or controlled by a person 
who owns or controls a packing or 
slaughtering plant to sell retail meat cuts 
at the prices specified in section 21 of 
Maximum Price Regulation No. 336, sec¬ 
tion 30 of Maximum Price Regulation No. 
355 and Section 24 of Maximum Price 
Regulation No. 394, to other retail dealers 
meeting the criteria established for re¬ 
tail dealers authorized to purchase retail? 
meat cuts for resale purposes under the 
provisions of subparagraph (1) of this 
section 5 (d) and located in such area in 
whatever volume and subject to such 
terms and conditions as he may deem 
necessary: Provided , That in no event 
may such retail selling establishment be 
authorized to sell retail cuts of meat, in 
excess of 70 percent of its total monthly 
dollar volume of meat sales, to buyers 
who are not ultimate consumers. 

Every seller authorized to sell retail 
meat cuts to other retail dealers under 
the provisions of this section 5 (d) (3) 
shall file on or before the 10th day of 
each calendar month with the appro¬ 
priate District Office of the Office of 
Price Administration signed duplicate 
reports indicating: (i) the name of the 
seller; (ii) the address of the retail sell¬ 
ing establishment for which the report 
is filed; (iii) the total dollar volume of 
all meat sales made from such retail sell¬ 
ing establishment during the preceding 
calendar month; (iv) the total dollar 
volume of all sales of retail meat cuts 
made to other retail dealers from such 
selling establishment during the preced¬ 
ing calendar month; and (v) the total 
dollar volume of all sales of retail meat 
cuts, if any, made to purveyors of meals 
during the preceding calendar month. 

Each District Director within whose 
Jurisdiction any specific area has been 
declared deficient under the provisions 
of this section 5 (d) (3) shall make 
monthly reports on or before the 15th 
day of each calendar month to the San 
Francisco Regional Office of the Office 
of Price Administration, Washington, 
D. C., indicating the number of defi¬ 
ciency areas within his jurisdiction, the 
number of retail selling establishments 
within each such area which have been 
authorized to make sales subject to the 
provisions of this section 5 (d) (3), one 
copy of each of the monthly reports re¬ 
quired to be filed in duplicate by each 
of the said sellers, and any other data 
available which is pertinent to the deter¬ 


mination of the efficacy of the provisions 
of this section 5 (d,) (3) as an aid in 
securing more equitable distribution of 
meats to ultimate consumers and pur¬ 
veyors of meals in the affected area. 
Such reports and data shall be for¬ 
warded in their original form to the 
Administrator at Washington, D. C., by 
the Regional Administrator, who may 
supplement such reports with any data 
or comments he deems pertinent. For 
purposes of convenience the reports re¬ 
quired by sections 5 (b) (6) and 5 (d) 
(3) of Maximum Price Regulations Nos. 
336, 355 and 394 may be consolidated: 
Provided, That the data concerning sales 
to purveyors of meals are separated from 
the data concerning sales of retail meat 
cuts between retailers. 

This amendment shall become effec¬ 
tive June 11, 1945. 

Note: The reporting provisions of this 
amendment have been approved by the Bu¬ 
reau of the Budget in accordance with the 
Federal Reports Act of 1942. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator . 

|F. R. Doc. 45-10184; FUed. June 11, 1945; 

4:50 p. in.) 


Part 1347— Paper, Paper Products, Raw 
Materials for Paper and Paper Prod¬ 
ucts, Printing and Publishing 
|MPR 461, 1 Arndt. 7J 
BOOK PAPER 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment, issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register. 

Maximum Price Regulation 451 is 
amended in the following respects: 

1. Appendix A (c) (4) (i) is amended 
by adding a new paragraph preceding the 
examples to read as follows: 

Add 4% of the selling price for each pound 
or fraction thereof below 25 pounds plus the 
additional charge for 25 pounds. 

2. Appendix A (c) (4) (i) is amended 
by adding the following item to the ex¬ 
amples to read as follows: 

Basis 20 lbs.: 

$16.00 per cwt. ($10.00 per cwt. plus 60%— 
iy 2 % per lb. from 45 lb. to 35 lb., 2% per 
lb. from 35 lb. to 30 lb., 3% per lb. from 
30 lb. to 25 lb., and 4% per lb. from 25 lb. 
to 20 lb., basis weight). 

3. Appendix A (c) (4) (ii) is amended 
by adding a new paragraph preceding the 
examples to read as follows: 

Add 4% of the selling price for each pound 
or fraction thereof below 30 pounds plus the 
additional charge for 30 pounds. 

4. Appendix A (c) (4) (ii) is amended 
by adding the following item to the ex¬ 
amples to read as follows: 

Basis 25 lbs.: 

$16.00 per cwt. ($10.00 per cwt. plus 60%— 
1 %% per lb. from 50 lb. to 40 lb., 2% per 
lb. from 40 lb. to 35 lb., 3% per lb. from 
35 lb. to 30 lb. and 4% per lb. from 30 lb. 
to 25 lb. basis weight). 


>8 F.R. 11629; 9 FJEl. 1632, 3030, 6083. 11397; 
10 F.R. 313, 1099, 


5. Appendix A (c) (4) (v) is amended 
by adding a new paragraph preceding 
the examples to read as follows: 

Add 4% of the selling price for each pound 
or fraction thereof below 35 pounds plus the 
additional charge for 35 pounds. 

6. Appendix A (c) (4) (v) is amended 
by adding the following item to the ex¬ 
amples to read as follows: 

Basis 30 lbs.: 

$16.00 per cwt. ($10.00 per cwt. plus 60%— 
1*4% per lb. from 55 lb. to 45 lb., 2% per 
lb. from 45 lb. to 40 lb., 3% per lb. from 
40 lb. to 35 lb. and 4% per lb. from 35 lb. 
to 30 lb. basis weight). 

This amendment shall become effec¬ 
tive June 18, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator . 

[F. R. Doc. 45-10248; Filed, June 12, 1945; 
11:43 a. m.J 


Part 1351— Food and Food Products 
[MPR 53,’ Arndt. 46] 

FATS AND OILS 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment has been issued simultaneously 
herewith and filed with the Division of 
the Federal Register. 

Maximum Price Regulation No. 53 is 
amended in the following respects: 

1. Section 11.1 (a) (2) (i) is amended 
to read as follows: 

(i) The maximum price that may be 
charged by any processor for loose lard, 
delivered, at any community in this area 
outside the corporate limits of the basing 
points, shall be 12.80 cents, plus the tank 
car freight rate per pound on loose lard 
from the nearest basing point freight- 
wise in the area to the community of 
sale. No other charges may be added 
to this delivered price. 

2. Section 11.1 (a) (2) (ii) is amended 
to read as follows: 

(ii) The maximum price at which a 
processor may sell base or standard com¬ 
mercial refined lard in tierces, delivered, 
at any community in this area, outside 
the corporate limits of the basing points, 
shall be 14.55 cents per pound, plus the 
packing house products freight rate, tare 
added, between the nearest basing point 
freightwise and the community of sale. 

3. Section 11.1 (c) (2) (i) is amended 
to read as follows: 

(i) The maximum price that may be 
charged by any processor for loose lard, 
delivered at any community in this area, 
outside the corporate limits of the bas¬ 
ing points, shall be 12.55 cents, plus the 
tank car freight rate per pound on loose 
lard from the nearest basing point 
freightwise in the area to the community 
of sale. No other charges may be added 
to this delivered price. 

4. Section 11.1 (c) (2) (ii) is amended 
to read as follows: 


> 10 F. R. 824, 2246, 3053, 3222, 3197, 4236. 
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(il) The maximum price at which a 
processor may sell base or standard 
commercial refined lard in tierces, deliv¬ 
ered, at any community in this area, out¬ 
side the corporate limits of the basing 
points, shall be 14.30 cents per pound, 
plus the packing house products freight 
rate, tare added, between the nearest 
basing point freightwise and the com¬ 
munity of sale. No other charges may 
be added to this delivered price. 

5. Section 11.3 (c) is added to read gs 
follows: 

(c) Sales to government agencies. 
The maximum price for sales of lard to 
war procurement agencies in 56 pound 
wood or fibre export boxes shall be the 
tierce price for lard plus Va of a cent per 
pound. No additional charges may be 
added for this type of package. This 
section removes the pricing of lard in 56 
pound wood or fibre export boxes on 
sales to government agencies from Sup¬ 
plementary Order No. 106. 

This amendment shall become effec¬ 
tive June 18, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles. 

Administrator. 

(F. R. Doc. 45-10241; Filed, June 12, 1945; 

11:41 a. m.l 


Part 1360—Motor Vehicles and Motor 
Vehicle Equipment 
[RO 2B, 1 Amclt. 19] 

PASSENGER AUTOMOBILES 

A rationale for this amendment has 
been issued simultaneously herewith and 
has been filed with the Division of the 
Federal Register. 

Ration Order No. 2B is amended in the 
following respect*: 

1. The headnote of section 1.1 and 
paragraph (a) thereof are amended to 
read as follows: 

Section 1.1 This order applies to all 
1942 passenger cars, (a) This Ration 
Order No. 2B applies to all 1942 passen¬ 
ger cars regardless of mileage. It applies 
to taxicabs and to the chassis of all 1942 
passenger cars but does not apply to any 
conveyance with a seating capacity of 
more than ten persons, nor to ambu¬ 
lances, hearses, station wagons or ve¬ 
hicles designed and built for the armed 
forces. 

2. Section 1.2 is amended to read as 
follows: 

Sec. 1.2 Less restrictive rationing of 
certain 1942 passenger cars, (a) This 
section applies to 1942 passenger cars 
with a list price of $550 or less and with 
a list price of $2500 or over. (‘‘List Price’* 
whenever used in this order means the 
list price provided for in OPA Revised 
Price Schedule No. 85 and amendments 
thereto.) 

(b) Any 1942 passenger car with a list 
price of $550 or less or with a list price of 
$2500 or over may be transferred to a 
person for use in carrying on either a 


1 8 FJR. 2183. 5317, 5531, 5678. 


gainful occupation or work contributing 
to the war effort or to the public welfare. 
Before any such car may be transferred, 
the transferee and the transferor shall 
make and sign a statement substantially 
in the following form indicating the pur¬ 
poses for which the car will be used: 

(Statement of buyer and seller) 

I,__ hereby certify to 

(Print name of buyer) 
the Office of Price Administration that I am 
acquiring the following described passenger 
car for the following purposes- 


(Describe the gainful occupation or 
work contributing to the war effort 
or to the public welfare for which 
you will use this car) 

Description of Car 

Make_Serial No- 

Year model__ Engine No- 

Body type- 


(Buyer’s signature) 


(Print buyer’s address) 


(Date) 

I.__ hereby certify to 

(Print name of seller) 

the Office of Price Administration that I am 
transferring the above described car to 

_and that to 

(Print name of buyer) 
the best of my knowledge his statement Is 
true and correct in every respect. 


(Seller’s signature) 


(Print seUer's address) 


(Date) 

(c) The signed statement shall be 
mailed by the transferor to the Office 
of Price Administration, Washington 25, 
D. C., within five days from the date that 
he signed it. 

(d) If the conditions of this section 
have been satisfied, the Office of Price 
Administration, Washington, D. C., will 
issue to the transferee a clearance state¬ 
ment permitting him to register the car 
in his name. 

(e) A person who acquires a car under 
this section is not required to secure a 
certificate or other authorization from 
his Board or District Office. 

3. In sections 1.3 (b) and (d) (2) the 
word “Revised" is added before the 
phrase “Ration Order 5C’\ 

4. In section 1.4 (b) the phrase “or 
District Office" is added following the 
word “Board". 

5. Section 1.6 (b) is amended to read 
as follows: 

(b) Before a person may dispose of his 
car under this section to any person for 
use. he must first clear the transaction 
with a Board. He may apply only after 
he has arranged to transfer the car to a 
particular person. Application for clear¬ 
ance shall be made on Part A of Form 
R-212 (Revised). The applicant shall 
supply all the information required on 
the form and any other information 
which the Board may need to verify the 
statements made thereon. If he meets 
these requirements the Board shall issue 


a clearance statement on Part B of Form 
R-212 (Revised). 

6. Section 1.9 (c) is revoked. 

7. The title of section 2.5 is amended 
to read as follows: "Transfers which do 
not require certificates or clearance 
statements” 

8. Sections 2.5 (b) and (c) are re¬ 
voked and new sections 2.5 (b) and (c) 
are added to read as follows: 

(b) Request for authorization . A per¬ 
son may not transfer a new 1942 car 
under paragraph (a) until he has re¬ 
ceived authorization to do so from the 
OPA Inventory and Control Branch, Em¬ 
pire State Building, New York 1, N. Y. 
He shall request authorization for the 
transfer in a letter giving his name and 
address, the name and address of the 
person to whom he wishes to transfer new 
1942 cars, and the make, body-type, serial 
number and engine number of each new 
1942 car to be transferred. The Inven¬ 
tory and Control Branch shall authorize 
the applicant to transfer, within a period 
of time specified in the authorization, the 
new 1942 cars listed on the application 
to a person included in paragraph (a). 
However, when a dealer requests authori¬ 
zation to transfer new 1942 cars to 
another dealer, the Inventory and Con¬ 
trol Branch may delay issuing its au¬ 
thorization for fifteen days from the date 
it received the application if transfer of 
the cars would reduce the new car in¬ 
ventory of the dealer applying for the 
transfer authorization below the number 
necessary to supply all the certificate 
holders who have been referred to that 
dealer within the previous thirty days 
by the Inventory and Control Branch. 

(c) Report of transfers of new 1942 
cars. Any person who has been author¬ 
ized to transfer new 1942 cars under this 
section may transfer legal title to the 
cars to the transferee within the time 
limit specified in the authorization and 
shall, within five days after transfer of 
legal title, complete OPA Form R-223 in 
accordance with the instructions on the 
form. The transferor shall mail the 
original copy of the form to the OPA 
Inventory and Control Branch. The per¬ 
son reporting and each party to the 
transfer shall retain a copy of the form 
as a record. No authorizations or re¬ 
ports are required for the transfer of 
used 1942 cars under paragraph (a). 

9. The first sentence of section 2.6 (a) 
is amended to read as follows: “A person 
may lease, loan or borrow a 1942 car 
(other than one acquired for lease to a 
certificate holder) for a period of thirty 
days or less, if the car is operated and 
registered for use." 

10. Section 2.6 (c) and (i) are amended 
to read as follows: 

(c) A person may acquire a 1942 car 
by will, inheritance or right of survivor¬ 
ship from one who was entitled to the 
use of the car, and may use it. He may 
register the car in his name only by ob¬ 
taining a clearance statement (see sec¬ 
tion 1.9). . 

(1) One or more of several registered 
co-owners of a 1942 car may acquire tho 
interest of another registered co-owner 
of the car. The new owner or co-owners 
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may change the registration of the car to 
conform with the change in ownership 
only by obtaining a clearance statement 
(see section 1.9). 

11. In section 2.10. paragraph (a) (1) is 
amended by deleting the last sentence; 
paragraph (a) (3) is amended by delet¬ 
ing the last two sentences; and paragraph 
(b) is amended to read as follows: 

(b) 1942 cars held for use. Any 1942 
car which is held for use may be altered 
in any manner, or may be junked or dis¬ 
mantled for scrap or salvage if it is in 
such condition that its repair is not prac¬ 
ticable. 

12. The first sentence of section 2.15 is 
amended to read as follows: “A person 
engaged in the business of selling or rent¬ 
ing cars shall keep an accurate and com¬ 
plete record for as long as this Order is 
effective of any transfer, acquisition, 
registration, alteration, use, junking or 
dismantling for purposes of scrap or sal¬ 
vage. of a 1942 car while it is owned or 
held by him. 1 ’ 

13. In section 4.3 the words “1941 or” 
are deleted wherever they appear. 

14. Section 1.3 (a) (1) is amended to 
read as follows: 

(1) A person for the transportation of 
mail on behalf of the United States Gov¬ 
ernment, and an officer or employee of a 
Federal, State or local government or 
government agency for carrying out of¬ 
ficial functions of the following types 
only: 

(i) Firefighting; 

(ii) Prevention and detection of crime; 

(iii) Enforcement of law relating spe¬ 
cifically to the protection of public health 
and safety. 

Daily or periodic travel between home or 
lodging and fixed places of work is not 
deemed performance of official business 
or carrying out an official function. 

This amendment shall become effective 
June 16,1945. 

(Pub. Law 671, 76th Cong, as amended by 
Pub. Laws 89. 421 and 507, 77th Cong., 

E. O. 9125, 7 F.R. 2719, WPB Dir. No. 1, 7 

F. R. 563, Supp. Dir. IX, 9 F.R. 8776 ) 

Note: All reporting and record-keeping re¬ 
quirements of this amendment have been 
approved by the Bureau of the Budget In 
accordance with the Federal Reports Act of 
1942. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator . 

IF. R. Doc. 45-10240: Filed, June 12, 1945; 
11:41 a. m.] 


Part 1389— Apparel 
IRMPR 208,1 Arndt. 5] 

MAXIMUM PRICES FOR STAPLE WORK 
CLOTHING 

A statement of the considerations in¬ 
volved in the issuance of this amendment, 
issued simultaneously herewith, has been 
filed with the Division of the Federal 
Register. 


19 FR. 9978. 10493, 11960, 13297; 10 PR. 
2873. 


Paragraph (b) (2) of section 5.9 is 
amended to read as follows: 

(2) Amount of adjustment. Existing 
ceiling prices will be adjusted as follows 
when, and to the extent that, existing 
ceiling prices are found by the Office of 
Price Administration to be lower than: 

(i) A price equal to the total unit cost 
of the garment, or 

(ii) A price equal to the total unit cost 
of the garment plus 2% of such cost, if 
current net profits before taxes (com¬ 
puted in relation to net worth) realized 
by the applicant from his total opera¬ 
tions are either (a) less than 6.2% or (b) 
less than double the average percentage 
realized by the applicant during the years 
1936 to 1939, inclusive. However, if cur¬ 
rent net profits before taxes (computed 
in relation to net worth) realized by the 
applicant from his total operations are 
12.4% or over, the adjustment shall be 
limited to a price equal to the total unit 
cost of the garment. 

This amendment shall become effective 
June 18, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator. 

For the reasons set forth in the ac¬ 
companying statement of considerations, 
and by virtue of the authority vested in 
me by the Emergency Price Control Act 
of 1942, as amended, and Executive Or¬ 
ders Nos. 9250 and 9328.1 hereby approve 
the issuance of this amendment and find 
that it is necessary to aid in the effective 
prosecution of the war. 

William H. Davis, 
Economic Stabilization Director . 

IF. R. Doc. 45-10244; Filed, June 12. 1945; 

11:42 a. m.] 


Part 1393—Ice 

IMPR 154. as Amended. 1 incl. Arndts. 1-10] 
ICE 

This compilation of Maximum Price 
Regulation No. 154, as amended, includes 
Amendment 10, effective June 18, 1945. 
Additions and deletions by Amendment 
10 are indicated by underscoring or notes. 

A statement of the considerations in¬ 
volved in the issuance of Maximum Price 
Regulation No. 154 as Amended, issued 
simultaneously herewith, has been filed 
with the Division of the Federal Register. 3 

In the judgment of the Price Admin¬ 
istrator, it is necessary to establish maxi¬ 
mum prices for the sale of ice because the 
prices prevailing in March 1942 were ab¬ 
normally low in relation to the prices 
in other industries. As the ice business 
is primarily seasonal in nature, it has 
been the custom in the ice business to 
make price increases only at the begin¬ 
ning of the summer season, which oc¬ 
curs in most regions of the United States 
in the month of April. Accordingly, in 
most cases, the prices for ice prevailing 
in March 1942 did not reflect increased 


*7 FR. 6139. 6276. 

•Statements of considerations are also is¬ 
sued with amendments. Copies may be ob¬ 
tained from the Office of Price Administra¬ 
tion. 


costs incurred since the summer season 
of 1941, and consequently, as noted 
above, were abnormally low in relation 
to the prices prevailing in other indus¬ 
tries in which price increases are not 
limited to a particular time of year. The 
maximum prices established by this reg¬ 
ulation are, in the Judgment of the Price 
Administrator, generally fair and equi¬ 
table, and in conformity with the general 
level of prices established by the Gen¬ 
eral Maximum Price Regulation. 3 

Therefore, under the authority vested 
in the Price Administrator by the Emer¬ 
gency Price Control Act of 1942 and in 
accordance with Procedural Regulation 
No. I, 4 issued by the Office of Price Ad¬ 
ministration. Maximum Price Regula¬ 
tion No. 154 As Amended, is hereby 
issued. 

See. 

1393.1 Maximum prices for ice. 

1393.2 Less than maximum prices. 

1393.3 Adjustable pricing. 

1393.4 Evasion. 

1393.5 Enforcement. 

1393.5a Licensing. 

1393.6 ApplicabUity of the General Maxi¬ 

mum Price Regulation. 

1393.7 Relationship between this regulation 

and the General Maximum Price 
Regulation. 

1393.8 Applications for adjustment. 

1393.9 Petitions for amendment. 

1393.10 Definitions. 

1393.11 Effective dates of amendments. 

1393.12 Appendix A: Maximum prices for 

ice. 

Appendix B: OPA Form No. 644-2452. 

Authority: §§ 1393.1 to 1393.12 inclusive, 
issued under 56 Stat. 23, 765; 67 Stat. 666; 
Pub. Law 383. 78th Cong.: E.O. 9250. 7 F.R. 
7871; E.O. 9328, 8 Fk. 4681. 

§ 1393.1 Maximum prices for ice. On 
and after July 8. 1942, regardless of any 
contract, agreement, lease or other obli¬ 
gation, no person shall sell or deliver ics 
and no person in the .course of trade or 
business shall buy or receive ice at prices 
higher than the maximum prices set 
forth in Appendix A hereof, incorporated 
herein as § 1393.12; and no person shall 
agree, offer, solicit, or attempt to do any 
of the foregoing. 

§ 1393.2 Less than maximum prices. 
Lower prices than those set forth in Ap¬ 
pendix A (§ 1393.12) ma; be charged, de¬ 
manded, paid or offered. 

§ 1393.3 Adjustable pricing. Any 
person may agree to sell at a price which 
can be increased up to the maximum 
price in effect at the time of delivery; 
but no person may, unless authorized by 
the Office of Price Administration, deliver 
or agree to deliver at prices to be ad¬ 
justed upward in accordance with action 
taken by the Office of Price Administra¬ 
tion after delivery. Such authorization 
may be given when a request for a change 
in the applicable maximum price is pend¬ 
ing, but only if the authorization is 
necessary to promote distribution or 
production and if it will not interfere 
with the purposes of the Emergency Price 
Control Act of 1942, as amended. The 
authorization may be given by the Ad¬ 
ministrator or by any official of the Office 


• 9 FR. 1385. 

4 Revised. 7 FR, 8961; 8 F.R. 3313, 3533, 6173, 
11806; 9 FJR. 1594, 3075. 
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of Price Administration having author¬ 
ity to act upon the pending request for 
a change in price or to give the authori¬ 
zation. The authorization will be given 
by order, except that it may be given 
by letter or telegram when the contem¬ 
plated revision will be the granting of 
an individual application for adjustment. 

[5 1393.3 amended by Am. 4. 8 F.R. 7693, ef¬ 
fective 6-4-43; and Am. 7, 9 FR. 2300. ef¬ 
fective 3-4—44 J 

§ 1393.4 Evasion. The price limita¬ 
tions set forth in this Maximum Price 
Regulation No. 154 as amended, shall not 
be evaded, whether by direct or indirect 
methods, in connection with an offer, so¬ 
licitation, agreement, sale or delivery of, 
or relating to the sale of ice, alone or in 
conjunction with any other commodity, 
or by way of commission, service, trans¬ 
portation, or other charge, or discount, 
premium or other privilege, or by ty- 
ing-agreement or other trade under¬ 
standing, or otherwise. 

Specifically, but not exclusively, the 
following practices are prohibited: 

(a) The reduction or elimination of 
discounts in effect during April 1942, with 
respect to any particular class of pur¬ 
chasers, or, where the seller's maximum 
price for ice is established under § 1393.12 
(a) (2), the reduction or elimination 
during any of the months from April to 
October, inclusive, of the discounts in 
effect during the corresponding month of 
1941 with respect to any particular class 
of purchasers. 

(b) Changes in the classification of 
purchasers of ice which were in effect 
during April 1942, or, where the seller's 
maximum price for ice is established 
under § 1393.12 (a) (2), changes during 
any months from April to October, in¬ 
clusive, in the classification of purchas¬ 
ers of ice in effect during the correspond¬ 
ing month of 1941. 

§ 1393.5 Enforcement, (a) Persons 
violating any provision of this Maximum 
Price Regulation No. 154 as amended, 
are subject to the criminal penalties, 
civil enforcement actions, suits for treble 
damages and proceedings for the suspen¬ 
sion of licenses provided by the Emer¬ 
gency Price Control Act of 1942, as 
amended. 

(b) Persons who have any evidence of 
any violation of this Maximum Price 
Regulation No. 154 as amended, or of 
any acts or practices which constitute 
such a violation are urged to commu-' 
nicate with the nearest District or 
Regional Office of the Office of Price 
Administration, or its principal office in 
Washington, D. C, 

l Note: Supplementary Order No. 7 (7 F.R. 
6170) provides that war procurement agen¬ 
cies and governments whose defense is vital 
to the defense of the United 8tates shall be 
relieved of liability, civil or criminal, im¬ 
posed by price regulations Issued by the 
Office o4 Price Administration.) 

§ 1393.5a Licensing . The provisions 
of Licensing Order No. 1 • licensing all 
persons who make sales under price con¬ 
trol, are applicable to all sellers subject 
to this regulation or schedule. A seller's 
license may be suspended for violations 


• 8 FR. 13240. 


of the license or of one or more appli¬ 
cable price schedules or regulations. A 
person whose license is suspended may 
not, during the period of suspension, 
make any sale for which his license has 
been suspended. 

(§ 1393.5a added by Supplementary Order No. 
72. 8 F.R. 13244. effective 10-1-431 

§ 1393.6 Applicability of General 
Maximum Price Regulation . Except as 
provided in § 1393.7 the provisions of 
this Maximum Price Regulation No. 154 
as amended supersede the provisions of 
the General Maximum Price Regulation 
with respect to sales or deliveries of ice 
for which maximum prices are estab¬ 
lished by this regulation. 

§ 1393.7 Relationship between this reg¬ 
ulation and the General Maximum Price 
Regulation. The following sections of 
the General Maximum Price Regulation, 
as well as amendments to them, apply to 
sales covered by this regulation: 

(1) Supplemental regul ations 
(§ 1499.4). 

(2) Transfers of business or stock in 
trade (§ 1499.5). except that the date, 
June 4. 1943, shall be substituted for the 
date, April 28, 1942, contained in that 
section. 

(Subparagraph (2) amended by Am. 6, 8 Fit. 
12660, effective 9-20-43) 

(3) Federal and State taxes (§ 1499.7). 

(4) Current Records (§ 1499.12). 

(5) Maximum prices of cost-of-living 
commodities: statement, marking or 
posting (§ 1499.13). 

(6) Sales slips and receipts (§ 1499.14). 

[Subparagraphs (7) and (8) deleted by Sup¬ 
plementary Order 72, 8 F R. 13244, effective 
10-1-43] 

(9) Defintions (§ 1499.20 (g), (h), (i), 
(k), (m), (o), (p), (r) and <s)). 

[§ 1393.7 amended by Am. 4. 8 Fit. 7593, ef¬ 
fective 6-4-43 and as otherwise noted J 

§ 1393.8 Applications for adjustment. 
(a) Any regional office of the Office 
of Price Administration or such other 
offices as may be authorized by order 
Issued by the appropriate regional office 
may, either on application or its own 
motion, adjust, by order, the maximum 
prices of ice established under this 
Maximum Price Regulation No. 154, as 
amended, for any seller or group of 
sellers of the commodity whenever it 
appears: 

(1) That a shortage in the supply of 
Ice available to the seller's locality exists 
or threatens to occur; 

(2) That such local shortage will be 
substantially reduced or eliminated by 
adjusting the maximum prices of ice for 
such seller and of like sellers; and 

(3) That such adjustment will not 
create or tend to create a shortage, or 
a need for an increase in prices in an¬ 
other locality, and will effectuate the 
purposes of the Emergency Price Control 
Act of 1942, as amended. 

[Paragraph (a), formerly (e). added by Am. 
3. 8 F.R. 1270. effective 2-2-43; redesignated 
by Am. 10, effective 6-18-45. Former para¬ 
graph (a) deleted by Am. 10) 

(b) Such adjustment shall be made 
in relation (1) to increased production 
&nd delivery costs which the seller of 
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ice in the locality affected musF incur 
in order to produce and deliver such ice 
as compared with production and de¬ 
livery costs in April, 1942, or, for natural 
ice, as compared with the nearest earlier 
month in which such ice was harvested 
and packed in such locality; and (2) to 
such other circumstances as may be per¬ 
tinent to the procurement of sufficient 
supplies of ice to meet the requirements 
of the locality affected. 

Where a seller must Import ic e from 
other localities at costs in excess of the 
costs of local m anufacture or procure¬ 
ment, as^detennined^by the costs of lo¬ 
cal man ufacture or p rocureme nt du ring 
the most r ecent cale ndar month, and the 
total cost of ice so Imported is in exc e 
the ave rage importe d cost absorbed by 

that sel ler in a co rrespo nding period in 
1938, 1 9 39 and 1940, an adjustment may 
_ be granted su fficient to allow such im- 
po rter of Ice to recov er, over an appro¬ 

priate peri od, the dollar a iriou ntof suc h 
excess cost. 

(Above paragraph added by Am. 10, effective 
6-18-45J 

(c) In making application for adjust¬ 
ment. any manufacturer of ice who sells 
ice at retail and also sells ice to distribu¬ 
tors and peddlers for resale at retail may 
make application for adjustment on be¬ 
half of those distributors and peddlers 
who customarily purchase ice from him. 
If an adjustment of the manufacturer’s 
maximum price is granted upon such 
application, a like adjustment of the 
maximum prices of the distributors and 
peddlers included in the application may 
be granted. In any such case the manu¬ 
facturer's prices to such distributors and 
peddlers may be, but are not required 
to be. increased by an amount not In 
excess of the adjustment granted with 
respect to retail prices. 

Applications for adjustment shall be 
filed in accordance with Revised Proce¬ 
dural Regulation No. 1. , 

[Paragraphs (b) and (c) , formerly (f ) and 
(g) added by Am. 3. 8 FR. 1270. effective 
2-2-43 and redesignated by Am. 10, effective 
6-18-45. Former paragraphs (b) and (c) 
amended by Am. 1 and deleted by Am. 10J 

(d) Sp ecial provisions; edr-ici ng sales. 
This paragraph <d)_ contains a flat pric¬ 
ing ptovteidp and an adjustment proce¬ 
dure supplementing the general provi¬ 
sions of the regulation and applying ex- 
clusively to car-icing sales. N oth ing 
contained in this paragraph (d) s hall 
prevent an y seller of ice f rom making 
ap plica tio n for pric e incr ease for a ny 
class of ice, under paragraphs (a), (b) 
and (c) of § 1393.8. Definitions of term s 
used in this paragraph (d) are set o ut, 
in conjunction with OP A Form No. 644- 
2452,Jn A ppen dix B to thisj^gulation. 

(1) Flat maximum price . The maxi¬ 
mum p rice for ice sol d forcar-icing pur¬ 
poses^ by any se l ler of ice subject to this 
regulation, whose lawful maximum price 
oth erwise established under this ivf:ula- 
tion is less than $3.00 per ton. shall be 
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$3.00 per ton, provided , how ever .that any 
'seller who shall increase his maximum 
price to $3.00 under thi s subparag raph 
must first file a rep ort thereof with the 
DistrictTbffice of the Office of Price Ad- 
minis tration ne a rest th e seller's icing lo¬ 
cation atT which such increase is made~ 
effective. 

(2) Adjustment by buy er-selle r a gree¬ 
ment. Maximum prices f6r car-icing 
sales may be adjuste d for any seller by 
the Offi ce of Price Administration pur- 
suantto an applic ation by the buyer an d 
t; elle r un de r the followin g conditi ons: 

Q) The ft pplica tion must be filed on 
OPA Form No. 644-2452 (Ap pendix B) in 
accorda nce with the directions set forth 
therein. 

(H) The seller m ay re q uest a price in¬ 
creas e equal i n cents per ton to the labor 
cost increase per ton i n the most recent 
twclvc-calcndar-month period over the 
Tabor cost per ton for t he seller’s norm al 
fiscal year endin g nearest to April 30, 
1942 , subject to t he limitations in sub¬ 
division (v) hereof. 

(iii) The purchaser, joi ning in t he ap¬ 
plicat ion, must agree to absorb the pro¬ 
posed increase without p a- 
an Increase in the price s or charges of 
such purchaser for commodities or serv- 
lces s old bv such pu rch aser. This com¬ 
mitment, however, sha ll be without p rej- 
udice to the purch aser including such In¬ 
creased costs in any ap plication for in¬ 
creased rates or cha rges in any proceed - 
ing before an authorized Sta te or Fe deral 
regulatory a gency, in which considera¬ 
tion of the proposed increases is based 
upon revenue needs. 

(ivT The seller must agree to main¬ 
tain the same rat io of car-icing sal es to 
total sales, to the extent required by pur- 
chasers liabl e to the seller, as 

prevailed at tha t icin g loca tion d uring 
the twelve-month per iod Immediately 
preceding the date of applic ation. 

(y) Price adjus tments authorized un- 
get this subpa ragraph (2) may not ex- 
cecd 20 % of the, highest price charged 
by t he seller for car-icing sales at the 
sub ject icing lo cation during April 1942; 
and in no even t may the adjustment 
amount to m ore than $1.00 per ton above 
the April 1942 price. 

Applicationsjor_adjus_tment under t his 
subparagraph (2) shall b e filed only with 
the Transportation and Pub lic .Utilities 
Division^ Office of Price Adm ini stration , 
Washing ton 2 5, D. C. Upon considers - 
tion of the application, the Adm inistra¬ 
tor will issue an ord er denyi ng, i n wh ole 
or i n part, the requested adjustment in 

maximum p rice, or the Dir ecto r of the 
Transportation and P ublic U ti lities Divi¬ 
sion" will issue~a notice of ap proval or 
require that additional infor ma tion be 
submitted. If none of these actions is 


taken within 20 days after the filin g of 
the application, or a fter ad ditional in¬ 
formation ha s been supplied, the appli- 
cation shall be deemed to be appr oved. 
Note, however, that all approvals, wheth¬ 
er made by affirmative action or by oper¬ 
ation of the 20-day prov ision, are sub- 
ject to revocation or modification b y the 
Admi nistr ator at any t ime. 

[Paragraph (d) added by Am. 10, effective 
6-18-45. Former paragraph (d) added by 
Am. 1, 7 F.R. 5944, effective 8-5-42; amended 
by Am. 2, 7 F.R, 8940, effective 11-4-42; and 
deleted by Am. 10, effective 6-18-45] 

[Section heading amended by Am. 1J % 

§ 1393.9 Petitions for amendment. 
Any person seeking an amendment of 
any provision of this Maximum Price 
Regulation 154, as amended, may file a 
petition for amendment in accordance 
with the provisions of Revised Procedural 
Regulation No. 1. 

[§ 1393.9 amended by Supplementary Order 
No. 26. 7 F.R. 8948, effective 11-4-42] 

| Note: Procedural Regulation No. 6 (9 F.R. 
10628) provides for the filing of applications 
for adjustment of maximum prices for com¬ 
modities or services under Government con¬ 
tracts or subcontracts. Revised Supple¬ 
mentary Order No. 9 (8 F.R. 6175) makes the 
provisions of Procedural Regulation No. 6 
applicable to all price regulations, with the 
exception or those which expressly prohibit 
such applications, and certain specific regu¬ 
lations listed in Revised Supplementary 
Order No. 9.] 

[Note: Supplementary Order No. 28 (7 F.R. 
9519; 8 F.R. 7256) provides for the filing 
of applications for adjustment or petitions 
for amendment based on a pending wage or 
salary Increase requiring the approval of 
the National War Labor Board.] 

§ 1393.10 Definitions. (a) When used 
in this Maximum Price Regulation No. 
154 as amended the term: 

(1) “Platform sale” (or bridge, or dock 
sale) is a sale of ice, delivery of which is 
made to the purchaser at the seller's 
place of business. 

(2) “Delivered sale’* is a sale of ice de¬ 
livered to a purchaser at a point other 
than the seller’s place of business. 

(3) “Highest price charged” shall be 
(i) the highest price which the seller 
charged for ice delivered by him during 
any designated period or (ii) if the seller 
made no such delivery during any desig¬ 
nated period, his highest offering price 
for delivery during that designated 
period. 

(b) Unless the context otherwise re¬ 
quires, the definitions set forth in section 
302 of the Emergency Price Control Act 
of 1942 shall apply to other terms used 
herein. 

§ 1393.11 Effective dates. (a) This 

Maximum Price Regulation No. 154 as 
Amended <§§ 1393.1 to 1393.12, inclusive) 
shall become effective July 8, 1942. 
[MPR 154, as amended, originally issued 
July 3. 19421 

[Effective dates of amendments are shown in 
notes following the parts affected] 

§ 1393.12 Appendix A: Maximum 
prices for ice—(a) Determination of 


maximum prices —(1) Generally. The 
seller’s maximum delivered price and the 
seller’s maximum platform price for any 
form, quantity, and quality of ice’shall 
be the highest price charged by the seller 
for such form, quantity, and quality of 
ice during April 1942 on a delivered sale 
or on a platform sale respectively to a 
purchaser of the same class: Provided, 
That in the event the seller’s only deliv¬ 
eries to any class of purchasers during % 
April 1942 were made pursuant to a con¬ 
tract or contracts entered into prior to 
October 1,1941, the seller’s maximum de¬ 
livered price and seller’s maximum plat¬ 
form price to a purchaser of that class 
for any form, quantity, and quality of ice 
shall be (i) the highest delivered price 
or the highest platform price respectively 
for such form, quantity, and quality of ice 
for which provision is made in any con¬ 
tract entered into with a purchaser of 
said class after October 1. 1941 and prior 
to April 28, 1942, even though no deliv¬ 
eries were made under such contracts in 
April 1942, or (ii) if the seller has not 
entered into any contract with a pur¬ 
chaser of that class after October 1,1941, 
and prior to April 28.1942, a price deter¬ 
mined in accordance with paragraph (b) 
of this section. 

[Subparagraph (1) corrected, 7 FR. 5276. 
effective 7-10-42 J * 

(2) Alternative maximum prices. Dur¬ 
ing the months from April to October 
inclusive, a seller of ice may charge on 
a delivered sale or a platform sale for 
any form, quantity, and quality of ice. 
the highest price charged by the seller 
for such form, quantity, and quality of 
ice on a delivered sale or on a platform 
sale respectively during the correspond¬ 
ing month of 1941 to a purchaser of the 
same class: Provided, That to avail him¬ 
self of this alternative method of de¬ 
termining maximum prices the seller 
must be able to demonstrate by appro¬ 
priate written records what his prices 
actually were during the corresponding 
months of 1941 and must preserve such 
records and make them available for 
examination by the Office of Price Ad¬ 
ministration. 

(b) Maximum prices determined by 
reference to maximum prices of most 
closely competitive seller —(1) Generally. 
If the seller’s maximum price for ice 
cannot be determined under paragraph 
(a) (1) of this section, and is not or 
cannot be determined under paragraph 
(a) (2) of this section, the seller’s maxi¬ 
mum delivered price and the seller’s 
maximum platform price for any form, 
quantity, and quality of ice shall be the 
maximum price established under para¬ 
graph (a) (1) of this section for the most 
closely competitive seller of the same 
class for such form, quantity, and quality 
of ice on a delivered sale or on a plat¬ 
form sale respectively to a purchaser of 
the same*class. 

(2) Alternative maximum prices. If 
a seller has customarily charged higher 
prices during the summer season than 
during the rest of the year, and if the 
seller’s maximum price for ice cannot 
be determined under paragraph (a) (2) 
of this section, the seller may charge 
during the months from April to Oc- 
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tober inclusive, on a delivered sale or on 
a platform sale for any form, quantity, 
and quality of Ice the maximum price 
established under paragraph (a) (2) of 
this section for the most closely com¬ 
petitive seller of the same class for such 
form, quantity, and quality of ice on a 
delivered sale or on a platform sale re¬ 
spectively to a purchaser of the same 
class. 

(c) Maximum prices for specially 
treated ice not sold prior to April 1942. 
The maximum price for specially treated 
ice for which a maximum price Is not 
established by paragraphs (a) or (b) 
above shall be determined upon applica¬ 
tion filed with the Director of the Trans¬ 
portation and Public Utilities Division, 
Office of Price Administration, Washing¬ 
ton 25, D. C. Such maximum prices will 
be established by order of the Adminis¬ 
trator in line with the level of maximum 
prices otherwise established by this reg¬ 
ulation. Applications under this para¬ 
graph shall contain the following: 

1. Name and address of the seller, indicat¬ 
ing whether an Individual, partnership, as¬ 
sociation, or corporation; 

2. Brief description of the business; 

3. Description of the customers or class of 
customers to be served; 

4. A complete description of the specially 
treated ice for which a maximum price is 
sought; 

5. A statement of the reasons why such 
specially-treated Ice cannot be priced under 
paragraphs (a) or (b) above; 

6. The maximum price proposed by the 
seller, and a specific breakdown of all rele¬ 
vant cost factors. Including material, fuel or 
power, direct labor, other direct operating 
expenses, and applicable overhead costs; and 

7. Any other facts which the seller wishes 
to submit in support of the application. 

The application must be signed by the 
applicant personally, or if a partnership 
by a partner, or if an association or cor¬ 
poration by a duly authorized officer 
thereof. 

Pending consideration of the applica¬ 
tion, sales and deliveries of the commod¬ 
ity may be made at prices not in excess 
of the maximum prices for untreated ice 
in effect at the time of delivery; but no 
person may, unless authorized by the Of¬ 
fice of Price Administration in conform¬ 
ity with § 1393.3 of this regulation, de¬ 
liver or agree to deliver at prices to be ad¬ 
justed upward in accordance with action 
taken by the Office of Price Administra¬ 
tion after delivery. Orders issued un¬ 
der this paragraph may be made appli¬ 
cable to all sellers of a particular kind 
of specially-treated ice and will contain 
such restrictions and limitations as are 
deemed necessary by the Administrator. 

(Paragraph (c) added by Am. 9. 10 F JR. 4246, 

effective 6-11-46. Former paragraphs (c), 

(d) and (e) redesignated as (d), (e) and 

it) by Am. 9] 

(d) No seller shall require any pur¬ 
chaser, and no purchaser shall be per¬ 
mitted to pay a larger proportion of 
transportation costs incurred in the de¬ 
livery or supply of ice than the seller 
required purchasers of the same class to 
pay during April 1942, except that dur¬ 
ing the months of April to October in¬ 
clusive, where the seller's maximum price 


for ice is established by paragraph <a) 
(2) of this section, no seller shall require 
any purchaser, and no purchaser shall 
be permitted to pay a larger proportion 
of transportation costs incurred in the 
delivery or supply of ice than the seller 
required purchasers of the same class to 
pay during the corresponding month of 
1941. 

[Note: Supplementary Order No. 31 (7 Fit. 
9894, 8 F.R. 1312, 3702, 9521) provides that: 
“Notwithstanding the provisions of any price 
regulation, the tax on transportation of all 
property (excepting coal) Imposed by section 
620 of the Revenue Act of 1942 shall, for 
purposes of determining the applicable max¬ 
imum price of any commodity or service, be 
treated as though it were an Increase of 3% 
in the amount charged by every person en¬ 
gaged in the business of transporting prop¬ 
erty for hire. It shall not be treated, under 
any provision of any price regulation or any 
interpretation thereof, as a tax for which a 
charge may be made in addition to the maxi¬ 
mum price.“J 

(e) The charges made for any special 
service shall not exceed the charge made 
during April 1942 except that where, dur¬ 
ing the months from April to October, 
inclusive, the seller's maximum price for 
ice is established by paragraph (a) (2) 
of this section, the charges made for any 
special services shall not exceed the 
charges made during the corresponding 
month of 1941. 

[Note: 2nd Revised Supplementary Order 
No. 34 (10 F.R. 2014) permits, under certain 
conditions, the addition of special packing 
expenses to maximum prices on sales to pro¬ 
curement agencies of the United States ] 

(f) Maximum prices for natural ice — 
(1) Generally. Sales of natural ice by 
its harvesters to railroads, railway ex¬ 
press companies and packers of perish¬ 
ables are excepted from the provisions of 
this regulation. However, this exception 
shall not apply to sales of natural ice by 
its harvesters to other classes of pur¬ 
chasers or by persons other than har¬ 
vesters to any class of purchasers. Max¬ 
imum prices for all sellers of natural ice 
other than for the type of sales specifi¬ 


cally excepted above shall be determined 
by the seller under the applicable provi¬ 
sions of paragraph (a), (b) or (f) of this 
section. 

(Subparagraph (1) amended by Am. 8, 9 F.R. 

14852, effective 12-20-44] 

(2) Harvester’s maximum prices de¬ 
termined by reference to highest price 
charged during the harvest period. If 
the harvester’s maximum price for nat¬ 
ural ice cannot be determined under 
paragraphs (a) or (b) of this section, 
the harvester’s maximum delivered price 
and the harvester’s maximum platform 
price for any form, quantity and quality 
of such ice shall be the highest price 
charged by the harvester for such form, 
quantity and quality of natural ice dur¬ 
ing the month or months of harvest of 
such seller in the period from December 
1, 1941 through March 31. 1942 on a de¬ 
livered sale or platform sale respectively 
to a purchaser of the same class. 

(3) Transportation and special service 
charges, (i) No harvester of natural ice 
who determines his maximum price under 
subparagraph (2) shall require any pur¬ 
chaser, and no purchaser shall be per¬ 
mitted to pay a larger proportion of 
transportation costs incurred in the de¬ 
livery or supply of natural ice than the 
harvester required purchasers of the 
same class to pay during the month or 
months of harvest of such seller in the 
period from December 1, 1941 through 
March 31. 1942; and 

(ii) The charges made for any special 
service rendered by such harvester shall 
not exceed the charge made during the 
month or months of harvest of such 
seller in the period from December 1, 
1941 through March 31, 1942 for such 
special service to purchasers of the 
same class. 

[Paragraph (f), formerly (e) added by Am. 
3. 8 F St. 1270, effective 2-2-43] 

(Original paragraph (f) added by Am. 4, 8 
F.R. 7693, effective 6-4-43; corrected 8 F.R. 
8844, effective 7-2-43; revoked by Am. 6, 8 
FR. 10614, effective 7-26-43] 


OPA Form No. M4-24S2 


Appendix B 

% Approval Waived by 
Bureau of Budget 


Applicant not to write between heavy lines 


This form may be reproduced without change 

United States or America 
OFFICE OF PRICE ADMINISTRATION 
Washington st, d. c. 

Application for Adjustment In Maximum Price for Ice 
Designated as “Car Ictng” Sales as Defined Herein 
File Original and 1 Copy 


Read carefully instructions on reverse side before filling hi this 
form 


Transportation and Public Utilities Division 
(Ice Section) 

Checked by: 


OPA Reference No. (Ice) 


Date Received by OPA 


Approved □ Dato 
Disapproved D 


Name of seller 


Address: Street and number 


City: Postal tone number, State 


Date of application: Day, month, year 


A—Application 

The seller of ioe shown above requests that his present price for loe sold for “car icing*' purposes to the purchaser 

named herein, now established at $.per ton, be Increased to $.per ton, effective.. 

194...., for sales to: 

(Purchaser at point of delivery):........... 

Form of delivery:... 

(Form of delivery means: F. o. b. seller's platform, f. o. b. purchaser’s icing dock, placed in car bunkers, placed 
in body of cars, etc.) 
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Appendix B—Continued 


B—War Labor Hoard wage data 

1. Do you employ in your entire firm more than eight Individuals?.— . □ Yes Q No 

2. Are you now paying wages or salaries higher than those paid on Sept. 15,1942?. Q No 

3. If the answer to “2" Is “Yes," was the increase approved by the National War Labor j | y e3 | j No 

Board?.-.*.. ■—I I—» 


4. If the National War Labor Board has issued an order approving 
wage or salary increases for your employees after Oct. 3, 1942, 
what is the title and date of such order? 

Title 

Date (month, day, year) 

6. If you base this application in whole or in part on wage or salary 
increases which still require the approval of the National War 
Labor Board and such increases are voluntary or agreed upon, 
when and where did you flic an application for wage or salary 
adjustment with that Agency? 

City and State 

Date (month, day, year) 

6. If you base this application iri whole or in part on wage or salary increases which still require 
the approval of the National War Labor Board and such increases are disputed rather than 
voluntary or agreed upon, when were you notified of the proposed National War Labor 
Board decision? 

Date 


C— I*resent ceiling price and intent to supply 

(1) What was your ceiling price for car icing in April 1942? . .---. 

(2j If there has been any change In such ceiling price since April 1912, explain below. 

. 

(3) Do you agrre to supply ice to the purchaser who certifies this application at not more than the proposed ceiling 
prices, if supply is available, in quantities requested or at least equal to the percentage of suqh sales to your 
total sales as was furnished during the 12-month period immediately preceding the date of application? If 
not, explain below:.—.-. 

I >—Data for determination of labor cost increase 


For car Icing oi>erations only, and to cover all car icing operations of 
seller at this location 

(1) 

Seller’s normal 
fiscal year end* 
ing nearest to 
Apr. 30, 1942 

(2) 

Most recent 12- 
month period 
preceding date 
of applioation 

(3) 

Change 

pfo<li|rtlnn _ __ ___ 




(2) Vault, storage and hauling labor... 




(3) Labor for actual icing operations. 

(4) T'dftl nil cat icing labor ___ 




(5) Total tons sold for car icing 




(it) J. a hor cost per ton for car icing__ - ... 









E— Seller's certification (to be executed by seller) 

.hereby certifies that: 

(Name of seller) 

(1) A11 statements and data herein supplied by seller are true and correct to the best of their knowledge and belief; 

(2) There Is a shortage or threatened shortage of ice in the general locality of delivery shown herein; 

(3) Seller cannot continue to supply tee for car icing at present celling prices; 

(4) Seiler is not paying more for materials and labor than the authorlxed ceiling prices or wages; and 

(5) The additional revenue per ton produced by the ceiling prices requested herein will not exceed the increase 

in labor costs per ton for car icing for the most recent 12-month period preceding date of application above 
the costs per ton for such service for the seller's normal fiscal year ending nearest to Apr. 30,1942. 

Sign 

Here.. ...... . . . . . 

XName of owner, partner, or officer) (Title) (Place and date) 


F —Purchaser's Certification (To be executed by purchaser) 

.hereby certifies that: 

(1) Purchaser has reviewed the statements made herein. 

(2) Purchaser cannot procure sufficient ice for car icing purposes from any other supplier of ice at the desired Icing 

- location at prices lower than requested herein, and failure to secure ice will result in insufficient refrigeration 

for the safe and economical transportation of perishable food products. 

•Purchaser agrees to pay and absorb the increased price requested herein and will not increase Its own charges 
on account of such increase in ice prices. 

•This statement Is made without prejudice of the purchaser’s right to present for consideration by any 
regulatory authority, the increased cost resulting from the new ceiling price of ice together with any other cost 
increases in any future application of purchaser for a general rate or price increase based upon the revenue 
needs of purchaser. 

•Sign 

Here . .... - . 

(Name of owner, partner, or officer) (Title) (Place and date) 


(3) 


Instructions 

(1) Filing this form and OPA action. 
(Copies of this form may be secured from any 
District or Regional Office of the Office of' 
Price Administration or the Transportation 
and Public Utilities Division, Office of Price 
Administration, Washington 25, D. C.) 

An original and one copy of this form are 
to he completed and died with tfie Transpor¬ 
tation and Public Utilities Division of the 
Office of Price Administration, Washington 
25, D. C. at least 20 days prior to the date that 
applicant expects adjusted celling prices to 
become effective as shown In section “A". 

In accordance with provisions of $ 1393.8 
(d) (2) of MPR 154, as amended, the adjusted 
celling price requested herein shall become 
effective upon affirmative approval by the 
Transportation and Public Utilities Division, 


Office of Price Administration, Washington. 
D. C., or upon the expiration of 20 days from 
the date of filing in the absence of a specific 
order of disapproval, a request for further 
Information, o$ notice that this form may be 
Inappropriate for this pricing action. 

(2) General applicability. This method of 
Truest for adjustment In the ceiling price 
for Ice is to be used only for “car Icing sales’’ 
as defined below and relates only to labor 
cost Increases for car Icing operations during 
the most recent twelve month period preced¬ 
ing date of application over such labor cost 
for the seller’s normal fiscal year ending near¬ 
est to April 30, 1942. 

(3) Amount of adjustment. No adjust¬ 
ment In the celling prices of Ice used for car 
Icing sales as defined herein may be made 
as the result of an application on this form 
In excess of the increased car icing labor cost 


as determined under Section “D" herein dur¬ 
ing the most recent twelve month period 
preceding date of application over the seller’s 
normal fiscal year ending nearest to April 30, 
1942, and In no event more than In an 
amount equal to 20 percent of the April 1942 
celling price, and limited in any case to not 
more than $1.00 per ton over the April 
1942 ceiling price. Application for price in¬ 
creases In excess of these limits, or based 
upon cost Increases other than for car icing 
labor, may be filed In accordance with 
§ 1393.8 (a), (b) and (c) of MPR 154, as 
amended, but cannot be made on this form. 

Address of seller Is to be the location of 
plant where icing operations are performed. 

Sections “A’* “B” “C” “D“ and ”E’’ are 
to be filled in completely by the seller. Data 
under Section **D’’ relates to the total car 
Icing operations of the seller at the plant or 
location herein. 

Definitions. — “Car-Icing sales” For pur¬ 
poses of these definitions, no distinction is 
made between “initial icing” and “re-lclng” 
sales. 

As used herein, Ice for “car-icing” pur- 
” poses is intended to be ice for use primarily 
to protect perishable food commodities in 
transit from 'Shipping points near fields, 
orchards or Initial processing points to 
markets in refrigerator cars of railroads or 
express companies, and usually placed In the 
bunker or bodies of such cars or directly In 
or on the shipping crates. However, truck 
lines, boat lines or fishing fleets, when they 
use ice for the same general purposes, pur¬ 
chasing in quantities or requiring Icing serv¬ 
ices of the seller comparable to those of rail¬ 
road refrigerator cars, and at prices about 
the same customarily charged by sellers for 
railroad car Icing, will be classed as users of 
“car-icing” Ice. 

Car-icing, as used herein, is not intended 
to cover sales In small quantities to individ¬ 
ual fishing boats, milk handlers and dealers, 
small truck gardeners and poultry processors, 
or for similar purchasers who use Ice to 
transport perishable food products to local 
and adjacent markets. Ice for this purpose 
is usually purchased in small quantities at 
the sellers’ platform with no manual Icing 
operation required of the seller. 

Since price increases permitted as a re¬ 
sult of the use of this form are Intended to 
relieve Ice shortage* In situations which may 
arise quickly and/or require immediate at¬ 
tention, and where sellers have had burden¬ 
some labor cost Increases over the seller's 
normal fiscal year ending nearest to April 30, 
1942, car-icing operations, obviously only in 
cases where sellers are required to do manual 
icing operations, will such labor costs be 
excessive except for nominal amounts to com¬ 
pensate for production labor cost Increases. 
It will be found that In most Instances, car- 
icing sales, as defined herein, are for large 
tonnage requirements and are usually made 
pursuant to contracts, often long-term, en¬ 
tered into prior to October 1, 1941, and 
usually specifying the amount of manual 
icing operations required of the seller by the 
purchaser, and with such Icing services in¬ 
cluded In the price per ton paid by the 
purchaser. 

“Seller.” Seller, as used herein, means any 
seller of Ice who is subject to price control 
of ice under Maximum Price Regulation 
No. 154, as amended. 

“Purchaser.” Purchaser, as used herein, 
means any purchaser of Ice who buys Ice In 
substantial quantities for uses described 
under the above definition of “car-icing 
sales”. 

Car-icing labor. (Section D) All execu¬ 
tive salaries are to be excluded. (1) Pro¬ 
duction labor. Production labor, as used 
herein, shall be the total production labor, 
(Including applicable payroll taxes and In¬ 
surance), under the usual and accepted in¬ 
dustry definition of production labor, but 
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covering only the amount of such labor ap¬ 
plicable to ice manufactured and sold for 
car-lclng purposes, as defined herein. It Is 
to include proportionately all labor costs of 
employees who treat makeup water, fill ice 
cans, pull ice, operate compressors or other 
Ice manufacturing machinery, fire boilers, 
maintain the production equipment, and all 
other labor operations in connection with 
the production of ice up to the point of plac¬ 
ing it in the vault. It is to be arrived at by 

(1) taking the total of all tons produced in 
the seller’s normal fiscal year ending nearest 
to April 30, 1942 and the total of all tons 
produced during the most recent twelve 
month period preceding date of the applica¬ 
tion, (2) dividing these total tons into the 
total production labor cost for the entire 
plant operation in each year, and (3) multi¬ 
plying this resultant cost per ton figure by 
the number of tons of car-icing ice only, in 
each of the respective years. By this method, 
there will be reflected under this section only 
the production labor applicable to the tons 
of ice made and sold for car-icing purposes. 

(2) Vault, storage, hauling and miscel¬ 
laneous labor. Include all labor (including 
applicable payroll taxes and insurance) of 
employees who stack or tier ice in vaults or 
storage houses, either by hand or by eleva¬ 
tors; who bring ice from storage to point of 
delivery to transporting vehicles or to the 
icing docks adjacent to the vaults or stor¬ 
age rooms; and who operate refrigeration 
machinery used exclusively for refrigeration 
of ice for car-icing purposes. It includes also 
wages dr salaries of maintenance crews for 

„ car-icing vaults, platforms and icing equip¬ 
ment. All clerical and supervisory labor ap¬ 
plicable to car-icing operations (item 1, 2 or 
3) shall be included in this item #2. 

Include under this classification, all labor 
of employees who haul or transport ice from 
the platforms of the seller to the point of 
actual icing operations, where such opera¬ 
tions are not at the plant sidings, including 
all drivers and handlers or other persons en¬ 
gaged in the hauling or transportation of ice 
for car-icing purposes. 

(3) Direct icing operations. Include all 
labor (including applicable pay-roll taxes and 
insurance) of employees who operate car- 
icing drag chains or icing elevators; dis¬ 
tribute ice along icing platforms; operate ice 
crushers or blowers conditioning Ice for car- 
icing use; drag ice onto cars; break afid place 
in bunkers; set bunker grates; clean out the 
bunkers; place ice in body of cars or in or 
on shipping containers within the cars; spot 
cars or otherwise engage in car-icing opera¬ 
tions not included in (1) and (2) above. 

Note: Where accurate time card distribu¬ 
tion of labor costs is not kept and employees 
are used Jointly for car icing and other op¬ 
erations, show by separate attachment the 
method of allocation of such labor cost be¬ 
tween car-icing and other operations. 

No labor costs for production (except as 
specified above), operation of vaults, plat¬ 
forms, retail stations, retail delivery opera¬ 
tions, processing or storage for retail sales, 
executive salaries, or construction work on 
additions to plant may be included in car¬ 
icing labor. 

If customary labor classifications of seller 
differ substantially from the classifications in 
items 1, 2, and 3 in section D, explanation 
niay be made by separate attachment. 

(Appendix B added by Am. 10. effective 

6-18-45| 

Note: All reporting provisions of this reg- 
tuation have been approved by the Bureau of 
the Budget, in accordance with the Federal 
Reports Act of 1942. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator. 

(F. R. Doc. 45-10242; Filed, June 12, 1945; 

11:41 a. m.J 


Part 1397— Construction of Buildings 
and Structures 
[RMPR 251. Amdt. 2J 

construction services and sales of 
installed building materials 

A statement of the considerations in¬ 
volved in the issuance of thfs Amend¬ 
ment. issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register. 

Revised Maximum Price Regulation 
251 is amended in the following respects: 

1. Section 1 is amended to read as fol¬ 
lows: 

Section 1 . What this regulation 
covers —(a) Transactions covered . 
This regulation applies to all construc¬ 
tion services and sales of installed mate¬ 
rials by any person in connection with 
a building, structure, or construction 
project. 

This regulation applies in the forty- 
eight states of the United States, the Dis¬ 
trict of Columbia, and, notwithstanding 
Maximum Price Regulation 194, in the 
Territory of Alaska. 

Such services and sales as excavation 
and landscaping in collection with a 
building, structure or construction proj¬ 
ect and demolition and site-clearance are 
covered by this regulation. 

(b) Definitions . As used in this regu¬ 
lation, the term: 

(1) “Construction service” means a 
transaction in which the seller furnishes 
only services: 

(1) To install any materials or equip¬ 
ment into a building, structure, or con¬ 
struction project at a fixed site, where 
such materials or equipment are incor¬ 
porated into the building, structure, or 
construction project. 

(ii) To remove any materials or equip¬ 
ment from a building, structure, or con¬ 
struction project at a fixed site, where 
such materials or equipment have been 
incorporated into the buiraing, structure, 
or construction project. 

(ill) To repair or remodel any build¬ 
ing. structure, or construction project 
at a fixed site, or to repair or remodel 
any building equipment or building ma¬ 
terials (as those terms are commonly 
understood in the building trades) in any 
building, structure or construction proj¬ 
ect at a fixed site. 

(2) “Sale of installed materials” 
means a transaction in which the seller 
furnishes materials and equipment to¬ 
gether with the services required to in¬ 
corporate such equipment or materials 
into a building, structure, or construc¬ 
tion project at a fixed site. For the 
purposes of this regulation, any person 
who sells material or equipment, and in 
connection therewith, assumes responsi¬ 
bility for its incorporation into a build¬ 
ing, structure, or construction project 
at a fixed site, by charging a single price 
for the commodity installed, by guaran¬ 
teeing performance and use, or by other 
objective evidence, shall be considered a 
seller of installed material covered by 
this regulation. 

2. Section 4 (b) is amended to read as 
follows: 

(b) As stated in section 3, services and 
sales for which maximum prices are es- 
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tablished by any other price regulation 
are not covered by this regulation. This 
regulation does not cover any service 
which was specifically listed in Maximum 
Price Regulation 165, as amended, and is 
therefore now covered by Revised Max¬ 
imum Price Regulation 165 (Services). 
If any seller is in doubt as to the govern¬ 
ing regulation, he should seek advice 
from the nearest OPA field office. 

3. The last sentence in section 5 (b) 
is deleted and the following two sentences 
are substituted therefor: “The authori¬ 
zation may be given by the Administra¬ 
tor or by any official of the Office of Price 
Administration having authority to act 
upon the pending request for a change 
in price. The authorization will be given 
by order.” 

4. The last two undesignated para¬ 
graphs in section 6 <b) are deleted and 
the following paragraph is substituted 
therefor: 

Any Regional Administrator, or any 
District Director so authorized by his 
Regional Administrator, may act upon 
any application under this paragraph 
(b) filed by a seller within his region 
or district and may by order approve, 
disapprove, or revise any maximum price 
proposed or approved under this para¬ 
graph (b), so as to make it in line with 
the level of maximum prices under this 
regulation. 

5. Section 7 (a) (1) is amended to read 
as follows: 

(1) Actual cost of materials (includ¬ 
ing installed equipment), not exceeding 
their maximum prices: Provided, how¬ 
ever, That as to any materials or equip¬ 
ment regularly manufactured by the 
seller he shall use as his cost of such ma¬ 
terial an amount not more than the 
maximum price which the seller would 
be permitted to charge under the ap¬ 
plicable regulation for an uninstalled 
sale of such materials or equipment to a 
third party of the same class. 

6. Section 7 (b) (1) is amended to 
read as follows : 

(1) Estimated cost of materials (in¬ 
cluding installed equipment), not ex¬ 
ceeding their maximum prices: Pro¬ 
vided, hoioever. That as to any materials 
or equipment regularly manufactured by 
the seller he shall use as his cost of such 
materials an amount not more than the 
maximum price which the seller would 
be permitted to charge under the ap¬ 
plicable regulation for an uninstalled 
sale of such materials or equipment to a 
third party of the same class. 

7. Section 7 (b) (4) is amended to read 
as follows: 

(4) An estimated reserve for such con¬ 
tingencies as the seller in good faith can' 
reasonably foresee. 

8. A new section 7 (c) is added to read 
as follows: 

(c) Approval and revision of maxi¬ 
mum prices, by Office of Price Adminis¬ 
tration. Any seller who believes that he 
cannot compute a maximum price under 
paragraph (a) or (b), because he was 
not in business or did not have a com¬ 
parable job during the base period or 
for any other reason, or who wishes to 
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use a formula different than the ap¬ 
plicable formula under paragraph (a) 
or (b), may apply to the Office of Price 
Administration for approval of a maxi¬ 
mum price or pricing method. An ap¬ 
plication under this paragraph (c) shall 
be filed with the Office of Price Adminis¬ 
tration, Building Materials Price Branch, 
Washington 25, D. C.. and shall include 
the following: 

(1) A statement of the reasons why he 
believes he cannot compute a maximum 
price under paragraph (a) or (b), or 
why he does not wish to use the formulae 
in those paragraphs. 

(2) A statement of the maximum 
price or pricing formula he proposes to 
use for a specific job or for all jobs. 

(3) A statement of the reasons why he 
believes his proposed price or formula 
is consistent with the level of prices fixed 
by this regulation. 

The National Office may refer any 
application filed under this paragraph 
(c) to the appropriate Regional Admin¬ 
istrator. The Price Administrator, or 
any Regional Administrator tp whom 
such an application has been referred by 
the National Office, may by order ap¬ 
prove, disapprove, or revise a price or a 
pricing formula proposed or approved 
under this paragraph (c). so as to make 
it consistent with the level of maximum 
prices under this regulation. 

9. Section 8 (b) (2) is amended to read 
as follows: 

(2) In all other cases within this 
paragraph (b), each Regional Adminis¬ 
trator, and any District Director to 
whom he has by order delegated author¬ 
ity, may make adjustments or act upon 
applications for adjustment filed by sell¬ 
ers in accordance with Revised Proce¬ 
dural Regulation No. 1, provided that the 
amount of the adjustment shall not ex¬ 
ceed the lower of the following: 

(i) The seller’s increased labor costs 
by virtue of the wage increase, or 

(ii) The difference between the seller’s 
labor cost used in the computation of his 
maximum price under section 6 or 7 and 
his labor cost based upon rates prevail¬ 
ing in the area for the same type of work 
and the same classes of mechanics and 
laborers. 

10. In section 9 (b), a new sentence is 
added to read as follows: “Regional pric¬ 
ing orders issued under this section shall 
supersede other sections of this regula¬ 
tion to the extent provided in such 
orders.” 

11. Section 18 is amended to read as 
follows: 

Sec. 18. Notification of compliance. 
In the case of any sale subject to the 
regulation the seller shall, w r here demand 
is made by the purchaser, file a state¬ 
ment with the purchaser that the sell¬ 
ing price is not in excess of the maximum 
price determined in accordance with this 
regulation. 

12. A new’ section 20 is added to read 
as follow’s: 

Sec. 20. Delegation of authority to re¬ 
quire filing of prices, invoices and rec¬ 
ords in certain cases —(a) Delegation of 
authority . Any Regional Administrator 


may issue an order under this section 
for any community or defined area in 
his region, applicable to some or all 
types of sales on a unit price basis 
covered by section 6. requiring the fil¬ 
ing of statements of maximum unit 
prices, the preparation of invoices, re¬ 
tention of copies thereof in the seller’s 
files, and the keeping of records, as 
set forth below. 

(b) Scope of orders issued under this 
section —(1) Statements of maximum 
prices, (i) An order Issued under this 
section may require that each seller sub¬ 
ject to such order must prepare and keep 
for examination by any person during 
ordinary business hours, a statement 
showing his maximum unit prices to each 
class of purchaser of the services or sales 
for which he has established maximum 
unit prices under section 6 of this sec¬ 
tion. as adjusted under section 8. 

(ii) Any such order may also require 
that a duplicate of such statement shall 
be filed with the appropriate War Price 
and Rationing Board or District or Re¬ 
gional Office. 

(2) Invoices. An order issued under 
this section may require that each seller 
subject to such order shall furnish each 
purchaser witl*an invoice containing all 
or some of the following information and 
shall keep a copy thereof in his files for 
inspection by OPA: 

1. Seller’s name and address. 

2. Date. 

3. Brief description of each service for 
which a separate charge is made. 

4. If a customer's hourly rate is used in 
pricing the service, the customer’s hourly 
rate and the number of hours for which a 
charge is made. 

5. If a fixed charge is used in pricing the 
service, the fixed charge (1. e.. a unit rate 
not based on a customer’s hourly rate). 

0. Total labor charge. 

7. Parts and materials furnished, and 
charges therefor. 

8. Any other charge and specific indication 
of its nature. 

9. Total charge. 

(3) Records. An order issued under 
this section may require that each seller 
subject to such order shall, if he has pro¬ 
ductive employees, keep the records indi¬ 
cated below and shall make such records 
available for OPA inspection. “Produc¬ 
tive employees” are employees who actu¬ 
ally do construction or installation work, 
as distinguished, for example, from su¬ 
pervisory, clerical, or administrative em¬ 
ployees. 

1. Name of each productive employee. 

2. Number of hours worked each day by 
each productive employee. 

3. Number of hours worked each pay pe¬ 
riod by each productive employee. 

4. Total wages paid to each productive 
employee each pay period. 

This amendment shall become effective 
June 18, 1945. 

Note: The record-keeping and reporting 
requirements of this amendment have been, 
approved by the Bureau of the Budget in 
accordance with the Federal Reports Act of 
1942. 

Issued this 12th day of June 1945. 

Chester Bowler 
Administrator. 

[F. R. Doc. 45-10245: Filed, June 12, 1945; 

11:42 a. m.] 


Part 1425— Lumber Distribution 
12d Rev. MPR 215. Arndt. 9) 

DISTRIBUTION YARD SALES OF SOFTWOOD 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment, issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register. 

Second Revised Maximum Price Regu¬ 
lation 215 is amended in the following 
respect: 

1. Section 10 is amended to read as 
follows: 

Sec. 10. Items specially priced under 
mill regulations, (a) Where a producer 
establishes a specific price for an item 
under a special pricing provision of a 
mill schedule, any distribution yard sell¬ 
ing that item may use the price so es¬ 
tablished in figuring its selling price un¬ 
der this regulation only if it first obtains 
from the producer written assurances 
that an authorization has been issued to 
him. The distribution yard shall retain 
its purchase invoices for all such specially 
priced items in its records, to be avail¬ 
able for inspection by the Office of Price 
Administration, for so long as the Emer¬ 
gency Price Control Act of 1942, as 
amended, remains in effect. 

(b> Where a yard obtains special per¬ 
mission from the Office of Price Admin- - 
istration to purchase an item at a price 
which the mill regulation establishes 
only for certain classes of purchasers 
not including yards, the yard receiving 
such special permission may use that 
price as the f. o. b. mill maximum price 
in computing its selling price for that 
item under this regulation only on sales 
to the classes of purchasers to whom the 
sale of the item at that price could have 
been made by the mill under the mill 
regulation or to the classes of purchasers 
specifically designated in the special per¬ 
mission issued by the Office of Price Ad¬ 
ministration. 

This amendment shall become effec¬ 
tive June 18. 1945. 

Issued this 12th day of June 1945. 

Chester Bowles. 

Administrator. 

[F. R. Doc. 45-10246; Filed, June 12, 1945; 

11:42 a. m.J 


Part 1426— Wood Preservation and 
Primary Forest Products 
[MPR 555, 1 Amdt. 31 
western poles and piling 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment, issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register. 

Maximum Price Regulation 555 is 
amended in the following respects: 

1. The first paragraph in section 2 is 
amended to read: 

Skc. 2. Products, species and transac¬ 
tions covered. This regulation covers all 
sales and purchases of untreated and 


> 9 FR. 10992, 12598, 14647. 
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non-pressure treated poles and piling 
(except Western Red Cedar) produced 
in “Western” territory. Sales of pressure 
treated poles and piling and sales of 
custom pressure treatment only are cov¬ 
ered by Maximum Price Regulation 491. 
Sales of preservative treatment only, by 
non-pressure methods, are covered by 
Maximum Price Regulation 165. West¬ 
ern red cedar poles and piling are covered 
by Maximum Price Regulation 554. 

2. Section 3 is amended to read as fol¬ 
lows : v 

Sec. 3. Basic maximum prices. The 
basic maximum prices for certain un¬ 
treated poles' and piling covered by this 
regulation are set out in Tables 1, 2, 3 
and 4. The basic additions for Certain 
non-pressure type treatment which may 
be added to the maximum prices on a 
sale of non-pressure treated poles and 
piling are set out in Table 5. The basic 
additions for framing which may be 
added to the maximum prices on a sale 
of certain untreated or non-pressure 
treated poles and piling are set out in 
Table 6. 

The maximum prices fixed by this reg¬ 
ulation are all f. o. b. the railroad load- 
ing-out point or f. o. b. towable waters 
nearest the mill or point of production 
in the normal direction of delivery to the 
point of destination. 

(3> Paragraph (b) in section 5 is 
amended to read: 

(b) The maximum price for Western 
poles and piling preservatively treated by 
non-pressure methods (except as other¬ 
wise specifically provided in any table) 
shall be the maximum price established 
and approved in accordance with the 
provisions of section 9 of this regulation. 

4. The first sentence in section 9 is 
amended to read: 

Sec. 9. Special pricing . If a seller 
wishes to sell a species or specification of 
untreated Western poles or piling not 
specifically priced, or wishes to sell West¬ 
ern poles and piling preservatively 
treated by non-pressure methods not set 
forth in the tables, or wishes to make 
charges for framing or other extra serv¬ 
ices not specifically provided for, he shall 
apply to the Lumber Branch, Office of 
Price Administration, Washington 25, 
D. C., for approval of a maximum price. 

5. JJ’he footnotes to Table 2 in section 
14 are amended by deleting footnote 11, 
and redesignating footnotes 12, 13 and 
14 to read 11, 12, and 13. respectively. 

6. Footnote 13 under Table 2 in sec¬ 
tion 13 is amended to read: 

u Ponderosa pine poles. For all pcn- 
derosa pine poles meeting ASA specifications 
for lodgepole pine poles, use the maximum 
price for the same class and length Douglas 
fir poles. For all ponderosa pine poles meet¬ 
ing ASA specifications for any species other 
than lodgepole pine poles, use the maximum 
price for the class of Douglas fir pole most 
nearly comparable to the butt circumference 
of the species whose ASA specifications are 
being used. For the estimated weight of 
ponderosa pine poles add 20% to the weight 
for the same class and length of Douglas fir 
poles used in the above pricing provision. 


7. The footnotes to Table 3 in section 
14 are amended by deletirife footnote 13, 
and redesignating footnote 14 to read 13. 

8. The heading of Table 4 in section 
14 is amended to read as follows: 

Table 4—Maximum Prices for Douglas Fir 
Reinforcing Stubs—Anchor Logs—Short 
Round Material 

9. A new section 15 is added to read as 
follows: 

Sec. 15. Additions for certain now- 
pressure type preservative treatment . 
When a sale is made of poles or piling 
treated by the non-pressure preservative 
methods set forth below, the additions 
listed in the tables below may be made to 
the maximum prices for the untreated 
item to which the specified treatment is 
applied 

(a) Lodgepole pine poles. 

Table 6—Maximum Price Additions for Certain 
NontressurI Type Butt-treatment of Loihik 
pole Tine Poles 

For incised Ground line and Butt Treatment with Hot 
and Cold Creosote or Hot Creosote and Cold Paata- 
chloropbeuol b% solution in Petroleum which produces 
an average of 75% or more sapwood penetration. 


Length (feet) 

Class 

Addition 
per pole 

18. 

5 

$1.35 


8 

1.20 


7 

1.10 


8 

'1.05 


9 

1.00 


10 

.85 

18. 

3 

195 


4 

1.75 


5 

1.50 


0 

1.35 


• 7 

1.20 


8 

1.10 


9 

1.0ft 


10 

.95 

20. 

1 

2.S5 


2 

2.45 


3 

2.20 


4 

1.95 


ft 

1.70 


6 

1.55 


7 

1.40 


8 

1.30 


9 

1.25 


10 

1.05 

22. 

1 

3.25 


2 

2.80 


3 

2.5(1 


4 

2.20 


5 

1.95 


6 

1.70 


7 

1.55 


8 

1.55 


0 

1.35 


10 

1.15 

25. 

1 

3.90 


2 

3. 4ft 


3 

2.9ft 


4 

2.G5 


5 

2.35 


ft 

2.10 


7 

1.85 


8 

1.85 


9 

1.85 


10 

1.40 

3Q. . 

1 

ft. 05 


2 

4.30 


8 

3.80 


4 

3.35 


ft 

2.05 


6 

2. 55 


7 

2.30 


8 

2L30 


9 

2.00 

35. 

1 

ft. 15 


2 

&S0 


3 

4.60 

♦ 

4 

4.10 


5 

3. CO 


C 

3.10 


7 

2. 75 


8 

2.75 


1 

7.20 


2 

0.25 

* 

3 

5.45 


4 

4.75 


ft 

4.20 


6 

3.70 


7 

&25 


Table S—Maximum Pricf. Additions for Certain 
Nokpkessurk Tite Butt-teeatment op Lodge- 
pole Pine Poles— Continued 

For incised Ground line and Butt Treatment with Hot 
and Cold Creosote or Hot Creosote and Cold Penta- 
chloropbenol 5%solution in Petroleum which produces 
an average of 76% or more sapwood penetration. 


Length (feet) 

Class 

Addition 
per jk)1o 

45. 

1 

$H. 5ft 


2 

7.30 


3 

ft. 35 


4 

ft. 5ft 


5 

4.85 


ft 

4.25 


7 

3.75 

50. 

1 

9.9ft 


2 

8. 4ft 


3 

7.35 


4 

ft. 45 


6 

A 60 


.ft 

4.90 


7 

4.30 

65. 

1 

11 10 


2 

9.45 


3 

a 25 


4 

7.25 


ft 

0.30 


6 

ft. 60 

CO. f. . 

1 

12.70 


2 

1ft! 65 


3 

9. 30 


4 

8.15 


5 

7.00 


1. Tf 3 foot groundlice incision is not applied, deduct 
5% from the maximum additions in the table. 

2. Where clean i>ecled poles priced under table 1, note 
2, are butt-treated under the above specifications, deduct 
from the maximum additions in the table $0.02 per lineal 
foot times the “butt-treated height in feet. 


10. A new section 16 is added to read 
as follows: 

Sec. 16. Additions for certain services 
and workings. When a sale is made 
either of untreated poles and piling or 
of poles and piling treated by non-pres¬ 
sure preservative methods, the additions 
listed in the tables below may be made 
to the maximum prices for the item upon 
which the specified services or workings 
are performed. 

(a) Lodgepole pine poles. 

Table 6—Maximum Price Additions fob Ckrtaim 
Framing of Lodgepole Pine Poles 


Length (feet) 

Class 

Roof ad¬ 
dition 

Gain ad¬ 
dition 
per gain 

16. 

5 

$0.11 

$0.08 


ft 

.11 

.08 


7 

.11 

.08 


8 

.11 

.08 


9 

^.07 

.08 


10 

.07 

.08 

18. 

3 

.15 

.08 


4 

.11 

.08 


5 

.11 

.08 


0 

.11 

.08 


7 

.11 

.08 


8 

.11 

.m 


9 

.07 

.08 


10 

.07 

.08 

20. 

1 

.15 

.08 


2 

.15 

.08 


3 

.15 

.08 


4 

.11 

.08 


ft 

.11 

.08 


ft 

.11 

.08 


7 

.11 

.08 


8 

.11 

.08 


9 

.07 

.08 


10 

.of 

.08 

22. 

1 

.18 

.08 


2 

.18 

.OS 


3 

.15 

.08 


4 

.15 

.08 


5 

.11 

.08 


ft 

.11 

.08 


7 

.11 

.08 


8 

.11 

.08 


9 

.07 

.08 


10 

.07 

.08 
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Tablk 5-Maximum Prick Additions for Certain 
FramiNo or Lodorfoli Pink Polks— Continued 


Length (feet) 

Class 

Roof ad¬ 
dition 

Gain ad¬ 
dition 
per gain 

< 

25 . 

1 

$0.18 

$0.08 


2 

.18 

.08 


3 

.15 

.08 


4 

.15 

.08 


5 

.11 

.08 


6 

.11 

.08 


7 

.11 

.08 


8 

.11 

.08 


9 

.07 

.08 


10 

.07 

.08 

30 . 

1 

.22 

.08 


2 

.22 

.06 


3 

. 18 

.08 


4 

.15 

.08 


5 

.11 

.08 


6 

.11 

.08 


7 

.11 

.08 


8 

.11 

.08 


9 

.07 

x ,08 

35 . 

1 

.20 

.11 


2 

.26 

.08 


3 

.22 

.08 


4 

.18 

.08 


5 

.18 

.08 


6 

.15 

.08 


7 

. AS 

.08 


8 

.15 

.08 

40 . 

1 

.26 

.11 


2 

.26 

.11 


3 

.23 

.11 


4 

.19 

.11 


5 

.10 

.11 


0 

.19 

.11 


7 

.19 

.11 

45 . 

1 

.30 

.11 


2 

.20 

.11 


3 

.23 

.11 


4 

5 


.11 

.11 


0 

.23 

.11 


7 

.19 

.11 

50 . 

1 

.30 

.11 


2 

.30 

.11 


3 

.26 

.11 


4 

.26 

.11 


5 

.26 

.11 


6 

.26 

.11 


7 

.19 

.11 

55 . 

1 

.34 

.11 


2 

.80 

.11 


3 

.20 

.11 


4 

.20 

.11 


5 

.26 

.11 


6 

.26 

.11 

00 . 

1 

.34 

.11 


2 

.30 

.11 


3 

. 26 

.11 


4 

.26 

.11 


5 

.26 

.11 


1. Continuous slob gain: An addition may be made for 
each 12 Inches or part thereof of continuous slab gain, not 

‘ to exceed thocharKe for 4 ‘Each Gain.'' 

2. Bolt holes and step holes: For the first boring in any 
plane of a pole, add 6 cents. For eaoh additional boring 
Li that same plane mid 3 cents. 

3. Branding and marking: The manufacturer's brand 
showing vear mark, class and length of pole inay be 
branded on the face of the pole at no extra charge. For 
any additional brand or marking on butt treated poles, 
an addition of not more than 7H cents may be made for 
©ach additional branding or marking operation required 
by the buyer and performed with one iron. 


11. A new section 17 is added to read 
as follows: 

Sec. 17. Less than carload sales . (a) 
On sales to established concentration, 
distribution or treating plant yards, or 
by distribution or treating plant yards in 
less than carload quantities as established 
by railroad tariffs where the invoice value 
at the maximum prices for the untreated 
poles or other round material does not 
exceed $175.00 on items 50' and shorter, 
or $250.00 where 507o of the items are 
more than 50' in length, the seller may 
add to the maximum prices set by this 
regulation a service charge of not more 
than 25 % of the total invoice value of 
the untreated or non-pressure preserva¬ 
tive treated material. This percentage 
addition may be made only to the maxi¬ 
mum price of the item sold, including any 
non-pressure treating and framing ad¬ 


ditions. No percentage addition may be 
made to the permissible transportation 
charges, which must not exceed those 
permitted in section 4 for transporta¬ 
tion from the point of origin to the con¬ 
centration, distribution or treating yard 
from which the sale is made. The per¬ 
centage addition may be made only on 
sales f. o. b. seller’s yard, with outbound 
transportation for the buyer’s account. 

(b) The percentage addition provided 
in the preceding paragraph for less than 
carload sales may not be applied where 
the material is to be sold to or moved 
through a treating plant for pressure 
treatment under the provisions of Maxi¬ 
mum Price Regulation 491. 

(c) Where an entire transaction, re¬ 
gardless of how the orders are placed, 
calls for sale of quantities of material 
larger than the maximum to which the 
less than carload percentage addition 
may be applied under paragraph (a), 
such addition may not be added even 
though the sale is split up into a series of 
smaller orders or shipments. It is a vio¬ 
lation of this regulation to make the ad¬ 
ditions in paragraph (a) where a series 
of orders are part of a single transaction 
or sale, and the total quantity involved is 
greater than that set forth in paragraph 

(a). Splitting up a sale in order to get 
the benefit of the less than carload addi¬ 
tion is expressly prohibited. 

This amendment shall become effec¬ 
tive June 18, 1945. 

Note: All reporting and record-keeping 
requirements of this amendment have been 
approved by the Bureau of the Budget in 
accordance with the Federal Reports Act of 
1942. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator. 

[F. R. Doc. 45-10249; Filed. June 12, 1945; 

11:43 a. m.] 


Part 1447— Glue Stock 
[MPR 383. Arndt. 2] 

CERTAIN SALES OF PRAIRIE BONES 

A statement of the considerations in¬ 
volved in issuance of this amendment, 
issued simultaneously herewith, has been 
filed with the Division of the Federal 
Register. 

Section 2 (b) Is amended by substitut¬ 
ing “33.00 per short ton” for “$31.00 per 
ton.” 

This amendment shall become effec¬ 
tive June 18, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator. 

[F. R. Doc. 45-10247; Filed, June 12, 1945; 

11:43 a. m.l 


Part 1499— Commodities and Services 
[RMPR 165, 1 Arndt. 1 to Supp. Service Reg. 491 
automotive repair services 

A statement of the considerations in¬ 
volved in the issuance of this amendment. 


» 10 F.R. 2097, 2250, 3925. 


issued simultaneously herewith, has been 
filed with the Division of the Federal 
Register. 

The effective date of SSR 49 is amend¬ 
ed to read July 14, 1945. 

This amendment shall become effec¬ 
tive June 14, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator . 

(F. R. Doo. 45-10243; Filed, June 12, 1945; 

11:41 a. m.J / 


TITLE 36 —PARKS AND FORESTS 

Chapter I—National Park Service 

Part 34— Isle Roy ale National Park: 
Commercial Fishing 

Sec. 

34.1 Definitions. 

34.2 Permits; conditions. 

34.3 Maximum number of permittees. 

34.4 Revocation of permits*; appeal. 

Authority: §§34.1 to 34.4, inclusive, are 
Issued under 39 Stat. 535, 56 Stat. 133; 16 
U.S.C. 3. 408k. 

§ 34.1 Definitions. As used in this 
part: 

(a) “Secretary” means the Secretary 
of the Interior. 

(b) “Director” means the Director of 
the National Park Service. 

(c) “Regional Director” means the 
Regional Director, Region Two, of the 
National Park Service. 

(d) “Park” means Isle Royale National 

Park. . 

(e) “Permittee” includes all persons 
engaged in commercial fishing from 
bases in the Park. 

§ 34.2 Permits; conditions. Annual, 
revocable special use permits authorizing 
the use of Government-owned structures 
and facilities in the Park as bases for 
commercial fishing in the waters contig¬ 
uous to the Park may be granted by the 
Director of the National Park Service, or 
the Regional Director if authorized by 
the Director, to bona fide commercial 
fishermen, where such structures and 
facilities were used for this purpose dur¬ 
ing the period from April 1, 1937, to 
December 31, 1939, inclusive, subject to 
the following conditions: 

(a) Permittees will be required to pay 
an annual fee of $25.00, except tha± per¬ 
mittees holding life leases for resilience 
purposes only within the Park will be 
required to pay an annual fee of $1.00. 

(b> Permittees shall personally reside 
at their Park bases during the fishing 
season. 

(c) Permittees shall secure and pos¬ 
sess at all times such commercial fishing 
license as may be required by the State 
of Michigan. 

(d) Permittees shall comply with all 
Michigan laws, and related regulations 
prescribed by the Michigan Department 
of Conservation, governing commercial 
fishing in the waters contiguous to the 
Park. 

(e) Permittees shall use the bases cov¬ 
ered by the permit for commercial fish¬ 
ing only. No permittee shall furnish 
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boat or guide service to the public unless 
expressly authorized to do so by the Sec¬ 
retary or the Director. 

(f) Permittees shall maintain at their 
own expense, in accordance with reason¬ 
able standards of repair, safety, and san¬ 
itation, all Government-owned struc¬ 
tures and facilities embraced in the 
permits. 

(g) Permittees who were engaged in 
commercial Ashing from bases in the 
Park during the period from April 1,1937 
to December 31. 1939, inclusive, shall not 
expand their operations beyond the ca¬ 
pacity of such operations, in number of 
men engaged or fishing gear in use, dur¬ 
ing that period. Permittees who were 
not engaged in commercial fishing from 
bases within the Park during the period 
from April 1, 1937. to December 31, 1939. 
inclusive, shall not expand thei* opera¬ 
tions beyond the capacity of the opera¬ 
tions conducted from such bases during 
this period by the predecessors of such 
permittees. 

§ 34.3 Maximum number oj permit¬ 
tees. Commercial fishermen to whom 
the annual revocable permits may be 
granted shall not exceed the maximum 
number of persons conducting commer¬ 
cial fishing operations from bases in the 
area comprising the Park at any one 
time during the period from April 1,1937 
to December 31, 1939, inclusive. 

§ 34.4 Revocation of permits; appeal. 
The Director shall, by notification in 
writing, revoke the permit of any per¬ 
mittee found by him to have violated any 
Federal statute, or the provisions of these 
or any other regulations of the Secre¬ 
tary, relating to the Park. A permittee, 
however, shall have the right to appeal 
to the Secretary from a decision of the 
Director revoking his permit, but such 
appeal shall not be entitled to review 
unless it is received by the Secretary 
within the period of 20 days following 
the date the Director’s notification, to¬ 
gether with a copy of these regulations, 
is served upon the permittee by the Su¬ 
perintendent of the Park, or his duly 
authorized agent. 

Issued this 8th day of June 1945. 

[seal] Oscar L. Chapman. 

Assistant Secretary of the Interior. 

|F. R. Doc. 45-10179; Filed, June 11, 1945; 

4:28 p. m-l 


TITLE 46—SHIPPING 

Chapter I—Coast Guard: Inspection and 
Navigation 

Appendix A—Waiver* of Navigation and Vessel 
Inspection Law* and Regulations 

24-Foot Metallic Lifeboats (Coast 
Guard Built-In-Tank Type) Manu¬ 
factured By Globe American Corpo¬ 
ration 

Vessels engaged in business connected 
with the conduct of the war. 

The Acting Secretary of the Navy hav¬ 
ing by order dated October 1,1942 (7 F.R. 
7979), waived compliance with the Navi¬ 
gation and Vessel Inspection Laws, ad¬ 


ministered by the U. S. Qoast Guard in 
the case of any vessel engaged in busi¬ 
ness connected with the conduct of the 
war to the extent and in the manner 
that the Commandant, U. 8. Coast 
Guard, shall find to be necessary in the 
conduct of the war; and 

The United States Maritime Commis¬ 
sion, Washington, D. C., having indicated 
that the efficient prosecution of the war 
would be impeded by the application of 
certain vessel inspection regulations in 
46 CFR, Parts 37, 59, and 60, which re¬ 
quire that metallic lifeboats be con¬ 
structed of steel having a minimum 
tensile strength of not less than 50,000 
pounds per square inch and that the keel 
shall be in one length when such life¬ 
boats are to be used on vessels engaged 
in business connected with the conduct 
of the war; 

Now, therefore, upon request of the 
United States Maritime Commission. I 
hereby find it to be necessary in the con¬ 
duct of the war th at th e vessel inspection 
regulations in 46 CFR 37.1-1, 37.2-1 to 
37.2-19. inclusive. 59.13, 59.15, 60.10, and 
60.12 be waived to the extent necessary 
to permit the use on board vessels con¬ 
nected with the conduct of the war of 
certain 24-foot metallic lifeboats, Num¬ 
bers 6212 to 6292, inclusive, manufac¬ 
tured by the Globe American Corpora¬ 
tion, Kokomo. Indiana, when lifeboats 
6212 to 6292, inclusive, are made in cer¬ 
tain parts with 14 gage U. S. S. steel 
sheets having a minimum thickness of 
.072 inch and an average tensile strength 
of 42,000 pounds per square inch, and 
having the keel made of two steel bars 
welded together with a double “V” full 
butt weld, as follows: 

Boat Serial Numbers—6212 to 6292, inclu¬ 
sive 

Units Affected—81 

MATERIALS PERMITTED 

(a) Nos. 1, 2, 3, and 4 sheets, bow and stern, 
port and starboard: 16 steel sheets per unit 

(b) Keels may be in 2 lengths when welded 
together in the center by qualified welders 
using a double "V” full butt weld and ap¬ 
proved deep penetrating welding electrodes 

The changes in construction require¬ 
ments for these lifeboats shall not alter 
any tests that may be given such life¬ 
boats by the Coast Guard during inspec¬ 
tion at the plant or on shipboard. 

Dated: June 11, 1945. 

L. T. Chalker, 

Rear Admiral. U. S. Coast Guard , 
Acting Commandant. 

[F. R. Doc. 45-10211; Filed, June 12, 1945; 

10:31 a. m.J 


Cast-Iron Four-Way Valves in Piping 
to Hydraulic Steering Gear 

marine engineering and material specifi¬ 
cations 

Vessels engaged in business connected 
with the conduct of the war. 

The Acting Secretary of the Navy hav¬ 
ing by order dated October 1,1942 (7 F.R. 
7979), waived compliance with the Navi¬ 
gation and Vessel Inspection Laws ad¬ 
ministered by the U. S. Coast Guard in 


the case of any vessel engaged in business 
connected with the conduct of the war to 
the extent and in the manner that the 
Commandant, U. S. Coast Guard, shall 
find to be necessary In the conduct of the 
war; and 

The United States Maritime Commis¬ 
sion, Washington, D. C., having indicated 
that the efficient prosecution of the war 
would be impeded by the application of 
certain vessel inspection regulations in 
46 CFR, Part 55, as amended, which pio- 
hibits the use of cast iron in the con¬ 
struction of valves and fittings for work - 
ing pressures exceeding 125 pounds per 
square inch on vessels subject to the ju¬ 
risdiction of the Coast Guard; 

Now. therefore, upon request of the 
United States Maritime Commission, I 
Jiereby find it to be necessary in the con¬ 
duct of the war that for vessels engaged 
in business connected with the conduct 
of the war there be waived compliance 
with the vessel inspection regulations in 
46 CFR 55.19-3 (1) to the extent neces¬ 
sary to permit the installation of four- 
way cast iron valves in the piping to the 
hydraulic steering gear on U. S. Mari¬ 
time Commission vessels of design 
C1-M-AV1. 

Dated June 11,1945. 

L. T. Chalker, 

Rear Admiral, U. S. Coast Guard, 
Acting Commandant. 

[F. R. Doc. 45-10212; Filed, June 12, 1945; 

10:31 a. m.] 


Notices 


DEPARTMENT OF THE INTERIOR. 

Solid Fuels Administration for War. 

[SFAW Suspension Order 4] 

The Philips-Thompson Co. 

suspension of operations with respect 
to anthracite 

Mr. Clayton M. Liddell, Fourth and 
French Streets, Wilmington, Delaware, 
is engaged in the* business, under the 
name of The Philips-Thompson Co., of 
buying and reselling anthracite as a 
retail dealer. An investigation by com¬ 
pliance officers of SFAW, including an 
examination of the books and records 
of Liddell, disclosed that he had during 
the period April 1, 1944-March 31. 1945, 
delivered regulated sizes of anthracite 
to all of his customers without first ob¬ 
taining from them consumer declara¬ 
tions as required by § 602.302 of SFAW 
Regulation No. 17, as amended. 

In a letter, dated May 9, 1945. the 
Acting Deputy Administrator notified 
Liddell of the results of the SFAW in¬ 
vestigation specifying the nature of the 
violations found to have beei committed. 
Liddell was afforded an opportunity to 
file within 10 days a statement making 
such explanations as he might care to 
offer and to present any facts deemed 
by him to be pertinent in demonstrating 
that a suspension order should not be 
issued against him. No such statement 
has been filed and Liddell has not denied 
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the violations nor presented any satis¬ 
factory explanations therefor. 

In view of the foregoing. It is hereby 

ordered: . 

(1) Clayton M. Liddell, doing business 
as The Philips-Thompson Co., his suc¬ 
cessors or assigns, shall not acquire, sell, 
transfer, ship, deliver or otherwise dis¬ 
tribute those sizes of anthracite, the dis¬ 
tribution of which by retail dealers is 
regulated by the Solid Fuels Administra¬ 
tion for War. 

(2) No producer, wholesaler or retail 
dealer shall sell, transfer, ship, deliver, or 
otherwise distribute any of the sizes of 
anthracite referred to in (1) above to 
Clayton M. Liddell, doing business as The 
Philips-Thompson Co., his successors or 
assigns. 

(3) Nothing in this order shall be 

deemed to prohibit Clayton M. Liddell, 
doing business as The Philips-Thompson 
Co., his successors or assigns, from sell¬ 
ing the sizes of anthracite referred to in 
(1) above in transit to or for his account, 
or in his possession or control, on and 
after the effective date of this order, to 
other retail dealers doing business in Wil¬ 
mington. Delaware, provided that he sells 
such anthracite pursuant to written con¬ 
sent and instruction of the Regional 
Representative of the Solid Fuels Ad¬ 
ministration for War at Baltimore, Mary¬ 
land. ^ 

(4) This order shall become effective 
5 days after the date of service hereof, 
unless otherwise hereafter ordered. 

(5) This order shall be in effect until 
April 1, 1946, unless otherwise directed. 

Issued this 9th day of June 1945. 

Dan H. Wheeler, 
l Acting Deputy Administrator . 

IF. R. Doc. 45-10213; Filed, June 12, 1945; 

10:34 a. m.J 


CIVIL AERONAUTICS BOARD. 

[Docket No. 1753] 

Caribbean Atlantic Airlines, Inc. 

NOTICE OF HEARING 

In the matter of the compensation for 
the transportation of mail by aircraft, 
the faciUties used and useful therefor, 
and the services connected therewith 
over route No. 59. 

Notice is hereby given, pursuant to the 
Civil Aeronautics Act of 1938, as 
amended, particularly sections 406 and 
1001 of said act. that a hearing in the 
above-entitled proceeding is assigned to 
be held on June 18, 1945, at 10 a. m. 
(eastern war time), in Room 5132, Com¬ 
merce Building. 14th Street and Consti¬ 
tution Avenue NW., Washington, D. C., 
before Examiner H. Heinrich Spang. 

Dated ^shington, D. C., June 9, 1945. 

By the Civil Aeronautics Board. 

[seal] Fred A. Toombs, 

Secretary . 

IF R. Doc. 45-10233; Filed, June 12, 1945; 

11:16 a. m.] 


FEDERAL POWER COMMISSION. 
[Docket No. IT-5952 ] 

Fraser Paper, Ltd. 

NOTICE OF APPLICATION 

June 11, 1945. 

Notice is hereby given that Fraser 
Paper, Limited, of Madawaska, Maine, 
has filed an application pursuant to the 
provisions of section 202 (e) of the Fed¬ 
eral Power Act (16 U. S. C. 824a (e)) for 
authority to transmit electric energy 
across the international boundary be¬ 
tween the United States and Canada, 
from the Town of Madawaska. County 
of Aroostook, Maine, to Edmundston, 
New Brunswick, Canada. 

Any person desiring to be heard or 
to make any protest with reference to 
said application should, on or before 
June 27,' 1945, file with the Federal 
Power Commission, Washington 25, D. C., 
a petition or protest in accordance with 
the Commission’s rules of practice and 
regulations under the Federal Power Act. 

[seal] Leon M. Fuquay, 

Secretary. 

[F. R. Doc. 45-10239; Filed. June 12, 1945; 

11:25 a. m.) 


FEDERAL TRADE COMMISSION. 

[FUe No. 21-3891 
Button Jobbing Industry 

NOTICE OF HEARING WITH RESPECT TO PRO¬ 
POSED TRADE practice rules 

At a regular session of the Federal 
Trade Commission held at its office in 
the City of Washington, D. C., on the 
12th day of June, A. D. 1045. 

Opportunity is hereby extended by the 
Federal Trade Commission to any and 
all persons, partnerships, corporations, 
associations, or other parties or groups 
(including consumers) affected by or 
having an interest in the proposed trade 
practice rules for the button jobbing in¬ 
dustry to present to the Commission 
their views concerning said rules, in¬ 
cluding such pertinent information, 
suggestions, or objections as they may 
desire to submit, and to be heard in the 
premises. For this purpose they may 
obtain copies of the proposed rules upon 
application to the Commission. Such 
views, information, suggestions, or ob¬ 
jections may be submitted by letter, 
memorandum, brief, or other communi¬ 
cation. to be filed with the Commission 
not later than June 27. 1945. Oppor¬ 
tunity to be heard orally will be afforded 
at the hearing beginning at 10 a. m.. 
June 27, 1945. in Room 532, Federal 
Trade Commission Building, Constitu¬ 
tion Avenue at Sixth Street. N. W., 
Washington, D. C., to any such persons, 
partnerships, corporations, associations, 
or other parties or groups (including 
consumers) desiring to appear and be 
heard. Upon due consideration of all 
matters presented, in writing or orally. 


the Commission will proceed to final 'ac¬ 
tion on the proposed rules. 

By the Commission. 

Otis B. Johnson, 
Secretary . 

[F. R. Doc. 45-10278; Filed, June 12, 1945; 
• 11:55 a. m.J 


SECURITIES AND EXCHANGE COM¬ 
MISSION. 

|FUe No. 54-118] 

United Corp. 

ORDER APPROVING AMENDED PLAN 

At a regular session of the Securities 
and Exchange Commission, held at its 
office in the City of Philadelphia, Penn¬ 
sylvania. on the 9th day of June, 1945. 

The Commission having issued its 
findings, opinion and order on May 22, 
1945, with respect to a plan filed by The 
United Corporation under section 11 (e) 
and other applicable provisions of the 
Public Utility Holding Company Act of 
1935, approving said plan and the tran¬ 
sactions necessary to the consummation 
thereof subject to conditions (a> requir¬ 
ing amendment of the plan as specified 
in said Order and (b) reserving juris¬ 
diction over certain accounting entries, 
the payment of fees and expenses in con¬ 
nection with the plan, and the form of 
the letter offering the exchange to be 
mailed by The United Corporation to 
Preference Stockholders of record; 

The United Corporation having filed 
amendments to the plan and having sub¬ 
mitted the form of the letter to be mailed 
offering the exchange, in conformity with 
the conditions specified by the Commis¬ 
sion, and having requested the Commis¬ 
sion to enter an order pursuant to the 
applicable provisions of the Internal 
Revenue Code, as amended, with respect 
to the,amended plan and the transac¬ 
tions proposed therein; and 
The Commission finding that said plan, 
as amended, is necessary to effectuate 
the provisions of section 11 (b) of the 
Public Utility Holding Company Act of 
1935 and is fair and equitable to the per¬ 
sons affected thereby, and the Commis¬ 
sion having approved, pursuant to sec¬ 
tions 12 (c) and 12 (d) of said act, the 
acquisition by The United Corporation, 
under the provisions of the plan as 
amended, of shares of its $3 Cumulative 
Preference Stock and the disposition 
thereunder of shares of the common stock 
of Delaware Power & Light Company; 
and 

The Commission having examined the 
letter to be submitted by The United Cor¬ 
poration to its Preference Stockholders 
and being fully advised in the premises; 

It is ordered , That said plan, as 
^mended, be and hereby is approved; 
the application-declaration as amended 
filed by The United Corporation with re¬ 
spect to the transactions proposed there¬ 
in be and hereby is granted and per¬ 
mitted to become effective; and that The 
United Corporation be and hereby is au- 
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thorized, directed, and required to carry 
out the exchange transactions proposed 
in said plan, as amended, pursuant to its 
terms and provisions; 

It is further ordered. That in accord¬ 
ance with the requirements of the In¬ 
ternal Revenue Code, as amended, in¬ 
cluding sections 371 (a), 371 (e), 371 (f) 
and 1808 (f) thereof, said exchange 
transactions, namely, the acquisition by 
The United Corporation of each share 
of its $3 Cumulative Preference Stock up 
to 151,655 shares, the transfer and deliv¬ 
ery to and the acquisition of tw T o shares 
of the common stock of Delaware Power 
& Light Company and $6 in cash by a 
Preference Stockholder of The United 
Corporation for each share of said $3 
Cumulative Preference Stock tendered to 
The United Corporation for exchange, 
all pursuant to the plan, are necessary 
or appropriate to effectuate the provi¬ 
sions of section 11 <b) of the Public 
Utility Holding Company Act of 1935. 

It is further ordered , That the juris¬ 
diction reserved in the Commission’s or¬ 
der of May 22, 1945, with respect to the 
form of the letter offering the exchange 
to be mailed by The United Corporation 
to preference stockholders of record be 
and the same hereby is released. 

The Commission continues to reserve 
Jurisdiction with respect to all account¬ 
ing entries involved in carrying out the 
plan and with respect to fees and ex¬ 
penses to be paid by The United Cor¬ 
poration in connection with the plan. 

By the Commission. 

[seal] Nellye A. Thorsen, 

Assistant to the Secretary. 

[F. R. Dec. 45-10234; Filed, June 12, 1945; 

11:15 a. m.J 


[File No. 812-382] 

Pennroad Corp. 

NOTICE OF AND ORDER FOR HEARING 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the City of Philadelphia, Penn¬ 
sylvania, on the 11th day of June A. D. 
1945. 

The Pennroad Corporation, a regis¬ 
tered investment company, has filed an 
application pursuant to section 17 (b) of 
the Investment Company Act of 1940 for 
an order exempting from the provisions 
of section 17 (a) of said act, a trans¬ 
action in which the applicant proposes 
to bid for, and if successful, purchase 
from The Pittsburgh & West Virginia 
Railway, 59,400 shares of the common 
stock of The Wheeling and Lake Erie 
Railway Company. Information with 
respect to the proposed purchase price 
for said stock will be furnished in an 
amendment to the application to be filed 
by The Pennroad Corporation subse¬ 
quent to the opening of sealed bids by 
the seller on June 13, 1945. The seller 
is an affiliated person of the Pennroad 
Corporation. 

It is ordered. Pursuant to section 40 
<a) of said act that a hearing on the 
aforesaid anplication be had on Wednes¬ 
day, June 20. 1945, at 10 o’clock a. m. 
eastern war time in Room 318, Securities 


and Exchange Commission Building. 18th 
and Locust Streets, Philadelphia, Penn¬ 
sylvania; and 

It is further ordered , That Robert P. 
Reeder and any other officer or officers of 
the Commission designated by it for that 
purpose shall preside at such hearing. 
The officer so designated is hereby au¬ 
thorized to exercise all the powers 
granted to the Commission under sec¬ 
tions 41 and 42 (b) of the Investment 
Company Act of 1940 and to trial exam¬ 
iners under the Commission’s rules of 
practice. 

Notice of such hearing is hereby given 
to the applicant, and to any other per¬ 
sons whose participation in such pro¬ 
ceedings may be in the public interest 
or for the protection of investors. 

r SEAL 1 Orval L. DuBois, 

Secretary. 

[F. R. Doc. 45-10235; Filed. June 12. 1945; 

11:16 a. m.j 


WAR PRODUCTION BOARD. 

(C-3461 

Gould & Preisner 

CONSENT ORDER 

Gould and Preisner of 1298 South 
Kalamath Street, Denver, Colorado, is a 
partnership composed of Earl C. Gould 
and John C. Preisner, and is engaged in 
the electrical contracting business. On 
March 21, 1945, War Production Board 
charged the partnership with violating 
its orders and regulations in the follow¬ 
ing respects: Between August 22, 1944 
and December 8, 1944, the partnership 
sold 119 new fluorescent lighting fixtures 
for $3,165.60, on purchase orders that did 
not bear preference ratings, in violation 
of Limitation Order L-78. During No¬ 
vember, 1944, the partnership installed 
for $1,546.44 new electrical fixtures and 
equipment in a residence without au¬ 
thorization of War Production Board, 
and in violation of Conservation Order 
L-41. On October 19, and December 
6 and 15, 1944, the partnership accepted 
and filled unrated orders for the pur¬ 
chase from it of 19 electric motors for the 
sum of $1,402, in violation of Limitation 
Order L-221. During the fourth quarter 
of 1944, the partnership purchased for 
repair purposes, 196,000 feet of copper 
wire, of a value of $13,720, in excess of 
the quantities which the partnership was 
permitted to purchase by CMP Regula¬ 
tion 9A, and in violation of that regula¬ 
tion. The partnership failed to main¬ 
tain and preserve accurate and complete 
records of its purchase, use, sale, deliv¬ 
ery and installation of electrical fixtures 
and equipment and copper wire during 
the year 1944, in violation of § 944.15 of 
Priorities Regulation 1. 

The partnership, and Earl C. Gould 
and John C. Preisner, individually, ad¬ 
mit that they violated orders and regu¬ 
lations of War Production Board as 
above stated, but deny that such viola¬ 
tions were wilful. 

Wherefore, upon the agreement and 
consent of Earl C. Gould and John C. 
Preisner, the Regional Compliance Man¬ 
ager, and the Regional Attorney, and 


upon the approval of the Compliance 
Commissioner, It is hereby ordered, 
That: 

(a) For three months from the date 
this suspension order takes effect. Earl 
C. Gould and John C. Preisner, whether 
doing business under the partnership 
name of Gould & Preisner or otherwise, 
their successors or assigns, shall not, di¬ 
rectly or indirectly, unless hereafter 
specifically authorized in writing by War 
Production Board, apply or extend any 
preference ratings or use any CMP al¬ 
lotment symbols regardless of the de¬ 
livery date named in any purchase order 
to which such ratings may be applied or 
extended, or on which CMP allotment 
symbols are used. 

(b) Earl C. Gould and John C. Preis¬ 
ner, doing business as Gould and Preis¬ 
ner, shall cancel immediately all pref¬ 
erence ratings which they have applied 
or extended to orders which have not yet 
been filled, except ratings which they 
have already applied or extended to pur¬ 
chase materials for use by them in con¬ 
structing war housing projects. 

(c) The provisions of this order shall 
not apply to the use of preference ratings 
and allotment symbols to obtain deliver¬ 
ies of materials and equipment for use 
in war housing projects on which they as 
contractors are furnishing or will fur¬ 
nish both materials and labor, nor to the 
filling by them of purchase orders rated 
AA-1 or higher that they receive from 
their customers. 

(d) Nothing contained in this order 
shall be deemed to relieve Earl C. Gould 
and John C. Preisner doing business as 
Gould and Preisner or otherwise, from 
any restriction, prohibition, or provision 
contained in any other order or regula¬ 
tion of War Production Board, except 
insofar as the same may be inconsistent 
with the provisions hereof. 

(e) This order shall take effect on date 
of issuance. 

Issued this 11th day of June 1945. 

War Production Board, 
By J. Joseph Whelan. 

Recording Secretary. 

|F. R. Doc. 45-10207; Filed, June 11, 1945; 

6:04 p. m.] 


[C-3641 

Leroy L. Hepler 

CONSENT ORDER 

Leroy L. Hepler, Tarentum. Pennsyl¬ 
vania, doing business as Hepler Imple¬ 
ment Store, began and carried on con¬ 
struction on two separate houses and 
one commercial structure located on 
Route 28. Freeport Road. Tarentum, 
Pennsylvania, at an estimated cost sub¬ 
stantially in excess of the limitations on 
construction provided in Conservation 
Order L-41, and without War Production 
Board authorization. This constituted 
a violation of Order L-41 as amended 
April 19.1944, Leroy L. Hepler admits the 
violation as charged and has consented 
to the issuance of this order. 

Wherefore, upon the agreement and 
voluntary consent of Leroy L. Helper, do¬ 
ing business as Hepler Implement Store, 
the Regional Compliance Chief and the 
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Regional Attorney, and upon the ap- 
proval of the Compliance Commissioner, 
It is hereby ordered. That: 

(a) Neither Leroy L. Hepler or any 
other person shall do any construction 
on two single dwelling houses and a com¬ 
mercial structure located on Route 28, 
Freeport Road, Tarentum, Pennsylvania, 
including completing or altering the 
structure or installing or connecting any 
equipment or fixture unless hereinafter 
specifically authorized in writing by the 
War Production Board. 

(b) Restrictions and prohibitions con¬ 
tained herein shall apply to Leroy L. 
Hepler whether doing business as Hep¬ 
ler Implement Store or otherwise, his 
successors or assigns, or persons acting 
on his behalf. Prohibitions against the 
taking of any action include the taking 
indirectly as well as directly of any such 
action. 

(c) Nothing contained in this order 
shall be deemed to relieve Leroy L. Hep¬ 
ler, his successors or assigns, from any 
restriction, prohibition, or provision 
contained in any other order or regula¬ 
tion of the War Production Board ex¬ 
cept insofar as the same may be incon¬ 
sistent with the provisions hereof. 

Issued this 11th day of June 1945. 

War Production Board. 

By J. Joseph Whelan, 

Recording Secretary. 

jF. R. Dec. 45-10206; Filed. June 11, 1945; 

5:04 p. m.] 


OFFICE OF ALIEN PROPERTY CUS¬ 
TODIAN. 

|Dissolution Orcter 15] 

Hamburg American Line—North German 
Lloyd and United American Lines, 
Inc. 

Whereas, by Vesting Order No. 126, 
dated August 28. 1942. (7 F.R. 7061, Sep¬ 
tember 5, 1942) the Alien Property Cus¬ 
todian vested all property of any nature 
whatsoever, owned or controlled by, pay¬ 
able or deliverable to. or held on behalf 
of or on account of or owing to Hamburg- 
Amerikanische Packetfahrt, A. G. (Ham¬ 
burg-American Line). Hamburg, Ger¬ 
many, and Norddeutscher Lloyd (North 
German Lloyd), Bremen, Germany, or 
any or all of the American branches op¬ 
erated by such German corporations un¬ 
der the name of Hamburg American 
Line—North Germany Lloyd, and 
Whereas, included among the assets 
of Hamburg-Amerikanische Packetfahrt. 
A. G., (Hamburg-American Line) were 
500 shares, constituting all of the issued 
and outstanding shares of the capital 
stock of United American Lines, Inc., a 
Delaware corporation, and 

Whereas, United American Lines, Inc. 
has been completely liquidated under the 
supervision of the Alien Property Cus¬ 
todian, with the exception of $325.77 in 
the bank account of the corporation, 
Now, under the authority of the Trad¬ 
ing with the Enemy Act, as amended, and 
Executive Order No. 9095. as amended, 
and pursuant to law, the. undersigned, 
after investigation: 

1. Finding that the claims of all known 
creditors have hcen paid, except such claim, 


If any, ns the undersigned may have for 
monies advanced or services rendered to 
or on behalf of the corporation; and 

2. Having determined that it is in the 
national interest of the United States that 
said corporation be dissolved and that Its 
assets be distributed, and a Certificate of 
Dissolution having accordingly been filed 
with the Secretary of State of Delaware, and 
a Certificate of Surrender of Authority hav¬ 
ing been filed with the Secretary of the 
State of New York, 

hereby orders, that the officers and di¬ 
rectors of the United American Lines, 
Inc., (to wit: D. W. Pratt, President and 
Director, E. W. Hardy, Treasurer and 
Director, Charles T. Cronan, Secretary 
and Director, Martin S. Watts, Director, 
and H. D. Weiser, Director, and their 
successors, or any of them) continue the 
proceedings for the dissolution of United 
American Lines, Inc., in accordance with 
the Statutes of the State of Delaware in 
such cases made and provided; and fur¬ 
ther orders, that the said officers and 
directors wind up the affairs of the cor¬ 
poration and distribute the assets there¬ 
of coming into their possession as 
follows: 

a. They shall first pay the current ex¬ 
penses and reasonable and necessary 
charges of winding up the affairs of said 
corporation and the dissolution thereof; 
and 

b. They shall then pay all known fed¬ 
eral, State and local taxes and fees owned 
by or accruing against said corporation; 
and 

c. They shall then pay over, transfer, 
assign and deliver to the undersigned all 
other funds and property, if any, re¬ 
maining in their hands after the pay¬ 
ments as aforesaid, the same to be ap¬ 
plied by him, first in satisfaction of such 
claim if any as he may have for monies 
advanced or services rendered to or on 
behalf of the corporation and second, as 
a liquidating distribution of assets to the 
undersigned as holder of all the issued 
and outstanding stock of the corpora¬ 
tion; 

and further orders, that nothing herein 
set forth shall be construed as prejudic¬ 
ing the rights, under the laws of the 
State of Delaware, of any person who 
may make claim against said corpora¬ 
tion: Provided, however , that nothing 
herein contained shall be construed as 
creating additional rights in such per¬ 
sons; and such persons or any of them 
may file claims with the undersigned 
against any funds or property received 
by the undersigned and applied by him 
as a liquidating distribution of assets to 
the undersigned as stockholders as above 
set forth: Provided , however, that any 
such claim shall be filed with or pre¬ 
sented to the undersigned within the 
time prescribed for such claims by the 
Statutes of the State of Delaware; and 
further orders, that all actions taken 
and acts done by the said officers and 
directors of United American Lines, Inc., 
pursuant to this order and the directions 
contained herein shall be deemed to 
have been taken and done In reliance on 
and pursuant to paragraph numbered 
(2) of subdivision (b) of section 5 of the 
Trading with the Enemy Act, as amend¬ 
ed, and the acquittance and exculpation 
therein provided. 


Executed at Washington, D. C., on 
June 5, 1945. 

[seal] James E. Markka**. 

Alien Property Custodian . 

IF. R. Doc. 45-10140; Filed. June 11, 1945; 
11:00 a. m.J 


[Vesting Order CE 9] 

Costs and Expenses Incurred in Certain 
Actions or Proceedings in Certain 
Massachusetts and Vermont Courts 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order No. 9095, as amended, 
and pursuant to law, the Alien Property 
Custodian: 

Having found that each of the persons 
named In Column 1 of Exhibit A. attached 
hereto and by reference made a part hereof, 
was a person within the designated enemy 
country or enemy-occupied territory appear¬ 
ing opposite such person's respective name in 
Column 2 of said Exhibit A; 

Having determined that it was in the in¬ 
terest of the United States to take measures 
in connection with representing each of said 
persons in the court or administrative action 
or proceeding identified in Column 3 of said 
Exhibit A, and having taken such measures; 

Finding that as a result of such action or 
proceeding each of said persons obtained or 
was determined to have an interest in prop¬ 
erty. which interest is particularly described 
in Column 4 of said Exhibit A; 

Finding that such property is in the pos¬ 
session, custody or control of the person 
described in Column 5 of said Exhibit A; and 
Finding that the Alien Property Custodian 
has incurred, in each of such court or admin¬ 
istrative actions or proceedings, costs and 
expenses in the amount stated in Column 6 
of said Exhibit A, 

hereby vests in the Alien Property Cus¬ 
todian, to be used or otherwise dealt with 
in the interest, and for the benefit, of the 
United States, from the property in the 
possession, custody, or control of the per¬ 
sons described in said Column 5 of said 
Exhibit A. the sums stated in said Column 
6 of said Exhibit A, such sums being the 
amounts of such property equal to the 
costs and expenses incurred by the Alien 
Property Custodian in such actions or 
proceedings. 

This order shall not be deemed to limit 
the powers of the Alien Property Custo¬ 
dian to return such property if and when 
it should be determined that such return 
should be made. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order may 
file with the Alien Property Custodian a 
notice of his claim, together with a re¬ 
quest for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
Executive Order No. 9095, as amended. 

Executed at Washington, D. C. on June 
5, 1945. 

[seal! James E. Markham, 

Alien Property Custodian . 
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Column 1 

Column 2 

Column 3 

Column 4 

Column 5 

Column 6 

Name 

Country or 
territory 

Action or proceeding 

Interest 

Depositary 

Sum vested 



ITEM 1 




Frederick Fairbanks _ _ 

France...._ 

Trust under the will of Charles Fairbanks, de- 
ceaaedl Probate Court, District of Caledonia, 
Vt. 

ITEM 2 

$10,707. U 

Joseph Fairbanks. Trustee under the will of 
Charles Fairbanks, 1001 15th St. NW„ Wash- 
ififcfoh, D. C. 

$76.76 



Kioofas* Zigtone_ 

Lithuania. 

Estate of Steve Kucka, deceased. Probate Court, 

839.30 

James F. Reynolds, Judge of probate, Norfolk 

110.40 



Norfolk CountJ'. Mass.; No. 95164. 

County, Dedham, Mass. 



ITEM 3 





Italy. 

Estate of Salvatore Carmelo Condo, deceased, 
probate Court, Hampden Coubty, Mass.; No. 
59425. 

ITEM 4 

Same...... 

109.69 

John A. Denison, first judge of probate, Hamp¬ 
den Corinty, Springfield, Mass. 

Same. 

14.48 


Italy_ 

109.69 

14.48 

t.nlffi Condo 

Italy. 

ITEM 6 

Same_...... 

109.70 

Same. 

14.48 

Carmela Condo 

Italy. 

ITEM 6 

Same.. 

109.70 

Same. 

14.48 

Children of Francesco Condo.... 

Italy 

ITEM 7 

Same..............____ 

109.70 

Same.. 

14.45 


ITEM 8 


Margarita Zorvotl_ 

Greece. 

Estate of Athan P. Orivas, also known as Athan 

m 7i 

John V. Prolan, first Judge of probate, Essex 

88.46 



P. Grevas, Athan Grevas, Atben Ureras and 
Arthur Grevas, deceased. Probate Court, 
Essex County, Mass.; No. 205, 728. 


County, Lawrence, Mass. 




ITEM 9 




Antoine Gi verna ud..._.. 

France. 

Estate of Anne Washington Givernaud, de¬ 
ceased. Probate Court, Norfolk County, Mass.; 
No. 104944. 

ITEM 10 

game..... 

2 ,000.00 

James F. Reynolds, Judge of probate, Norfolk 
County, Dedham, Mass. 

Same. 

30.97 

Jo^tph Oivernaud 

Franco 

2 ,000.00 

9 

30.98 



ITEM 11 


Filomena Mfieri.___ _ 

Italy. 

Estate of Guiseppe Macri, deceased. Probate 

293. 53 

John A. Denison, first judge of probate, Hamp¬ 
den County, Springfield, Mass. ^ 

22.61 



Court, Hampden County, Maas.; No. 77242. 



Carmela Mucri 

Italy 

ITEM 12 

Same.......... 

195.09 

Same. 

151.07 

Concei t a Mwri 

Italy_ 

ITEM 13 

Same... 

19&69 

Same. 

15.07 

Vincenzo Maori 

Italy 

ITEM 14 

Same. 

195.70 

Same. 

15.08 








[F. R. Doc. 45-10141; Filed, June 11, 

1945; 11:00 a. m.l 



(Vesting Order CE 10] 

Costs and Expenses Incurred in Certain 
Actions or Proceedings in Certain 
Connecticut Courts 

Under the authority of the Trading 
with the Enemy Act. as amended, and 
Executive Order No. 9095, as amended, 
and pursuant to law, the Alien Property 
Custodian: 

Having found that each of the persons 
named in Column -1 of Exhibit A. attached 
hereto and by reference made a part hereof, 
was a person within the designated enemy 
country or enemy-occupied territory appear¬ 
ing opposite such person's respective name 
in Column 2 of said Exhibit A; ' 

Having determined that it was in the inter¬ 
est ot the United States to take measures In 
connection with representing each of said 
persons in the court or administrative ac¬ 
tion or proceeding identified in Column 3 
of said Exhibit A, and having taken such 
measures; 

No. 117- 4 


Finding that as a result of such action or 
proceeding each of said persons obtained or 
was determined to have an interest in prop¬ 
erty. which interest is particularly described 
in Column 4 of said Exhibit A; 

Finding that such property is in the posses¬ 
sion, custody or control of the person de¬ 
scribed in Column 5 of said Exhibit A; and 

Finding that the Allen Property Custo¬ 
dian has incurred, in each of such court or 
administrative actions or proceedings, costs 
and expenses in the amount stated in Col¬ 
umn 6 of BAid Exhibit A, 

hereby vests in the Alien Property 
Custodian, to be used or otherwise dealt 
with in the interest, and for the benefit 
of the United States, from the property 
in the possession, custody, or control of 
the persons described in said Column 5 
of said Exhibit A, the sums stated in 
said Column 6 of said Exhibit A, such 
sums being the amounts of such property 
equal to the costs and expenses incurred 
by the Alien Property Custodian in such 
actions or proceedings. 


This order shall not be deemed to limit 
the powers of the Alien Property Custo¬ 
dian to return such property if and 
when it should be determined that such 
return should be made. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo- 
dj^n a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “nation*!” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in sec¬ 
tion 10 of Executive Order No. 9095, as 
amended. 

Executed at Washington, D. C. on June 
7, 1945. 

[seal] James E. Markham. 

Alien Property Custodian . 
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Exhibit A 


Column l 
Name 


Marie Chagnot . 


Lucien Chagnot.^----- 

Emilia Chagnot.. 

Martha Laine Durant. 


Adomu ButkiavWu. 


Marijoinal Garcinckiend. 
Jurgitr Butkiaviciu. 


Marguerite Maze vet—... 

I v 


Louis Henry... 


Victoria I^mbcrt. 


Marie Ue Suzaunct D’Ameoourt 


Aium Henrietta Brigitte Ardenghi 


Mine. Paul Grenet.. 


Alfred nertx.. 


Harry Stewenaka.. 

Adam Stawenska. 

LouteVliagnot- 

Ainelie Laine- 


Column 2 

Columns ^ { 

Column 4 

Column 5 C< 

Country or 
territory 

Action** proceeding 

Inte{pst 

DeiKwltary Sui 


ITEM 1 



France_ 

Estate of Emil Chagnot, deceased. Tn the Court 
of Probate, District of Bridgeport. Conn. 

$1,186.65 

Rene Chagnot, 18 Westwood Street, Man¬ 
chester, Conn., trustee for Marie Chagnot. 




ITEM 2 

1,186.65 

Rene Chagnot, 19 Westwood Street, Man¬ 
chester, Conn., Trustee for Lucicn Chagnot. 

Franco.—-— 

f 



ITEM 3 

1,186.65 

Rene Chagnot, 18 Westwood Street, Man¬ 
chester, Conn., Trustee for Emilio Chagnot. 

Rene Chaenot, 18 Westwood Street, Manchester, 
Conn., Trustee for Martha Laine Durant. 

France—.— 

ITEM 4 

974.69 

Franco—— 

ITEM 6 


_ Lithuania. 

Estate of Vincas Butklavicia, also known as. 
William Butchler, deceassd. In the Court of 
Probate,District of Bridgeport, Conn. 

1,186. 59 

George Bakaitis, executor or the Estate of Vincas 
Butkaivicia, deceased, 292 Main Street, Bridge¬ 
port, Conn. 


ITEM e 

1,186. 59 

1,186. 59 

Same—.—... 

. Lithuania. 

ITEM 7 

Same.’.—.. 

. Lithuania_ 

ITEM 8 



„ France__ 

Trust under the will of Joan Marcus for the bene¬ 
fit of Marguerite Maze vet, in the Court of I ro- 
batc, in the District of Stonington, Conn. 

1,052.60 

W. II. Dannat Pell, 522 Fifth Avenue, New 
York, N. Y., Trustee under the will of Joan 
Marcus. 


ITEM 



France. 

Trust under the will of Brownlee Robertson 
Ward, for the benefit of Louis Henry. In the 
Court of Probate, in the District of New' Ha¬ 
ven, Conn. 

ITEM 10 

1,229.52 

The First National Bank and Trust Company 
of New Haven. 42 Church Street, New Haven, 
Conn., Trustee under the will of Brownlee 
Robertson Ward. 



France. 

Estate of Emil' Lambert, deceased. In the 
Court of Probate, in the District of Stratford, 
Conn. 

rrEM'u 

15,743.79 

The Bridgeport City Trust Company, Admin¬ 
istrator ol the estate of Emil Lambert , Bridge¬ 
port, Conn. 

* 



ft Franco_ 

Trust under will of Mary Constance Knower 

26,633.89 

Hartford National Bank and Trust Company, 
Trustee under will of Mary Constance KSower, 
777 Main Street, Hartford, Conn. 


for benefit of Marie tie Suzanne* D’Amecourt, 
Court of Probate, District of Hartford, State 
of Conn. 

ITEM 12 


hi France_ 

Estate of Anna Henrietta Brigitte Ardenghi, a 

33,265.30 

The Second National Bank of New Haven, 
Guardian of the Estate of Anna Henrlette 
Brigitte Ardenghi, 135 Church Street, New 
Haven, Conn. 


minor, in the Court of Probate, in the District 
of New Flaven, Conn. 



ITEM 13 



France...._ 

Estate of Elinor Josenhinc Shields, also known 

10,054.99 

Manufacturers TrusU Company, 55 Broad 
Street, New York, N. Y., Executor of tho will 
of Elinor Joseph Shields. 


as Gloria Gilbert, deceased. In the Court of 
Probate, in the District of New London, Conn. 



ITEM 14 



Denmark.... 

Estate of Helen Hertz, deceased. In the Court 

4,967.03 

Frank L. Wilder. Administrator of the Estate of 
Helen Hertz, 945 Main Street, Bjridgci>ort 3, 
Conn. 


of Probate, In the District of Hartford, Con¬ 
necticut. 

ITEM 16 


Poland. 

Estate of Julia Reich, alias Julia Stawensky 

3,658.95 

Tradesmens National Bank of New avon. 
Executor under the will of Julia Reich, 183 
Church Street, New Haven, Conn. 


Heech, deceased. Court of Probate, District of 
New Haven, Connecticut. 



ITEM lft 

3,658.90 

Same_...._-.-. 

_ Poland. 

• ITEM 17 



Franco_ 

Estate of Fmil Chaimot, deceased. In the Cour 

t 243.67 

’ Rcnc Chagnot, 18 W estwood Street. Manchester, 
Conn., Trustee for Louis Chagnot. 


of Probate, District of Bridgeport, Conn. 



ITEM 18 

243.67 

’ Reno Chagnot 18 Westwood Street, Manchester, 
Conn., Trustee for Ainelie Laine. 





[P. R. Doc. 45-10142; Filed, June 11, 1945; 11:00 a. m.] 


f 07.49 

67.49 

67.49 

41.03 

4$. S3 

4S.88 
48.87 

60.85 

119.05 

397.04 

195.51 

121.41 

2-11.23 

179.07 

81.76 

^ 1.70 

20.81 

20.82 


[Vesting Order CE 11] 

Costs and Expenses Incurred in Certain 
Actions or Proceedings in Certain 
California Courts 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order No. 9095, as amended, 
and pursuant to law, the Alien Property 
Custodian: 


Having found that each of the persona 
named in Column 1 of Exhibit A, attached 
hereto and by reference made a part hereof, 
was a person within the designated enemy 
country or enemy-occupied territory appear¬ 
ing opposite such person's respective name in 
Column 2 of said Exhibit A: 

Having determined that it was in the in¬ 
terest of the United States to take measures 
in connection with representing each of said 
persons in the court or administrative action 


or proceeding Identified in Column 3 of said 
Exhibit A, and having taken such measures; 

Finding that as a result of such action or 
proceeding each of said persons obtained or 
was determined to have an interest in prop¬ 
erty, which interest is particularly described 
in Column 4 of said Exhibit A; 

Finding that such property is in the pos¬ 
session, custody or control of the person de¬ 
scribed In Column 5 of said Exhibit A; and 
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Finding that the Allen Property Custodian 
has incurred, in each of such court or admin¬ 
istrative actions or proceedings, costs and ex¬ 
penses in the amount stated in Column 6 of 
said Exhibit A, 

hereby vests in the Alien Property Cus¬ 
todian, to be used or otherwise dealt with 
in the interest, and for the benefit, of 
the United States, from the property in 
the possession, custody, or control of the 
persons described in said Column 5 of 
said Exhibit A, the sums stated in said 
Column 6 of said Exhibit A. said sums 
being the amounts of such property 


equal to the costs and expenses incurred 
by the Alien Property Custodian in such 
actions or proceedings. 

This order shall not be deemed to limit 
the powers of the Alien Property Cus¬ 
todian to return such property if and 
when it should be determined that such 
return should be made. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order may 
file with the Alien Property Custodian a 
notice of his claim, together with a re¬ 
quest for a hearing thereon, on Form 

Exhibit A 


APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms '‘national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of Executive Order No. 9095, as 
amended. 

Executed at Washington, D. c. on June 
7, 1945. 

[seal! James E. Markham, 

Alien Property Custodian . 


Column 1 

Column 2 

Column 3 

Column 4 

Column 5 

Column 6 

Name 

Country or 
territory 

Action or proceeding 

Interest 

Depositary 

Sum vested 



ITEM 1 




Giovanni DeMartlni. 

Italy. 

Estate of Nina DeMartlni, also known as Rosia 
DeMartini, deceased. In the Superior Court 
of the City aud County of San Francisco, State 
of California: No. 92082. 

ITEM 2 

$481.97 

In the name of Giovanni DeMartini, In a blocked 
account at the Bank of America National Trust 
and Savings Association, Montgomery Street, 
New Montgomery Brunch, San Francisco, 
Calif. 

158.54 


Marie Arrarabide. 

France ... 

Estate of Marie Etcheparbordc, deceased. In 
the Superior Court, State of California, in and 
for the County of Los Angeles, No. 152090. 

206.11 

Security-First National Bank of Los Angeles, 
1st and Spring Street Branch, Los Angeles, 
Calif., Term Account; No. 398290. 

23.03 



Mariano Etcheparebordc. 

France. 

ITEM 3 

8amc. 

206.12 

Security-First National Bank of Los Angeles, 
1st and Spring Street Branch, Los Angeles, 
Calif., Term Account; No. 395291. 




ITEM 4 

Same. 

23.03 

lean Baptiste Etcheparebordc... 

France. 

206.11 

KA/>urit v.Pir«f Vnlinnul Tlanlr nf Iac A nanlae 



ITEM a 

PrtlllllJ-r USl UliULUU iJiUlA U« liUo .1 upi it S, 

1st and Spring Street Branch, Los Angeles, 
Calif., Term Account; No. 299289. 

23.03 

Maria Panchettl.. 

Italy_ 

Estate of Alfredo Null, deceased. In the Supe- 
rior Cdtirt of the State of California, in and for 
the County of Santa Clara; No. 20819. 

1J1 71 


15.07 



111. /1 

a 1*0011111 i\o. jfjiiiK of AnioricQ In uttonal 

Trust Savings Association, San Jose, Calif. 

Peter Null... 

Italy_ 

ITEM 0 

Same.......{_.... 

144.70 

Account No. 11066; Bank of America National 
Trust Savings Association, San Jose, Calif. 



ITEM 7 

Same. 

15.07 

Ottorino Null... 

Italy- 

144.70 

Account No. 11065; Bank of America National 
Trust Savings Association, San Jose, Calif. 

t K fit* 


ITEM 8 

I*>. 1*1 

Euthalia Melissaratos. 

Greece_ 

Estate of George Melius, also known as George 
Melissaratos. In the Superior Court of the 
State of California, in and for the County of 
Stanislaus; No. 25307. 

240.20 

Account No. 4177; Bank of America National 
Trust Savings Association, Modesto Branch, 
Modesto, Calif. 

28.71 



Angelo Mclissaratos. 

Greece.. 

ITEM 0 

Same... ____ 

249. 21 

Account No. 4172: Bank of America National 
Trust Savings Association, Modesto Branch, 
Modesto, Calif. 




ITEM 10 

US ft) 

Hrisanthe Gust Capsalls. 

Greece_ 

Estate of Christ Capsalls, deceased. In the 
Superior Court of the State of California, in 
and for the Couuty of Los Angeles; No. 
LBP-12551. 

inn nn 

Account No. 1(8389; Bank of America National 
Trust and Savings Association, 7th and Spring 
Streets, Los Angeles, Calif. 

8.64 


IUU. w 

Ambipe Oust Capsalls_ 

Greece...._ 

ITEM U 

Same. 

100.00 

Account No. 103200; Bank of America National 
Trust and Savings Association. 7th and Spring 
Streets, Los Angeles, Calif. 

Q M 

• 



O. W 


IF. R. Doc. 45-10143; Filed. June 11, 1945; 11:00 a.m.] 


[Supp. Vesting Order 49801 
PoLYsrus Corp. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order No. 9095, as amended, 
and pursuant to law, the undersigned, 
after investigation; 

1. Having found and determined in Vest¬ 
ing Order Ho. 3344, dated March 20.1944. that 
G. Polysius, A. G., and Polysius Corporation 
arc nationals of a designated enemy country 
(Germany); 

2. Finding that the last known address of 
Joseph Hoffmann, also known as Joseph H. 
Hcffmann. le Germany and that he is a resi¬ 
dent of Germany and a national of a desig¬ 
nated enemy country (Germany); 


3. Finding that as of December 31. 1944, 

G. Polysius, A. G., has a claim against Polysius 
Corporation in the sum of $189,350.07 and 
thatJoseph Hoffmann, also known as Joseph 

H. Hoffmann, has a claim against Polysius 
Corporation in the sum of $394.49 which 
claims are respectively represented upon the 
books and records of Polysius Corporation as 
an account payable and a personal account 
and that said* claims represent interests In 
said business enterprise; 

and determining: 

4. That to the extent that such nationals 
are persons not within a designated enemy 
country, the national Interest of the United 
States requires that such persons be treated 
as nationals of a designated enemy country 
(Germany); 


and having made all determinations and 
taken all action required by law, including 
appropriate consultation and certification, 
and deeming it necessary in the national 
Interest. 

hereby vests in the Alien Property Custo¬ 
dian the claims against Polysius Corpo¬ 
ration represented on its books and rec¬ 
ords as an account payable to G. Poly¬ 
sius, A. G., and a personal account of 
Joseph Hoffmann, also known as Joseph 
H. Hoffmann, hereinbefore more fully 
described, to be held, used, administered, 
liquidated, sold or otherwise dealt with 
in the interest and for the benefit of the 
United States. 
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Such property and any or all of the 
proceeds thereof shall be held in an ap¬ 
propriate account or accounts, pending 
further determination of the Alien Prop¬ 
erty Custodian. This order shall not be 
deemed to limit the power of the Alien 
Property Custodian to return such prop¬ 
erty or the proceeds thereof in whole or 
in part, nor shall it be deemed to indi¬ 
cate that compensation will not be paid 
in lieu thereof, if and when it should be 
determined to take any one or all of such 
actions. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may, within one year from the date 
hereof, or within such further time as 
may be allowed, file with the Alien Prop¬ 
erty Custodian on Form APC-1 a notice 
of claim, together with a request for a 
hearing thereon. Nothing herein con¬ 
tained shall be deemed to constitute an 
admission of the existence, validity or 
right to allowance of any such claim. 

The terms ‘‘national”, “designated en¬ 
emy country” and “business enterprise 
within the United States” as used herein 
shall have the meanings prescribed in 
section 10 of Executive Order No. 9095, 
as amended. 

Executed at Washington, D. C., on 
June 5, 1945. 

[seal] James E. Markham, 

Alien Property Custodian. 

IP. R. Doc. 45-10144: Plied, June 11, 1945; 

11:00 a. m.J 


[Supp. Vesting Order 50051 
Siemens, Inc. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order No. 9095, as amended, 
and pursuant to law, the undersigned, 
after investigation, finding: 

1. That the total Issued and outstanding 
common capital stock of Siemens, Incorpo¬ 
rated, a corporation organized under the 
laws of the State of New York and a business 
enterprise within the United States, consist¬ 
ing of 50 shares, were, prior to June 30, 1942, 
owned by the persons named below, in the 
amounts appearing opposite each name, and 
are evidence of control of said business en¬ 
terprise ; 

Number of 


Names: shares 

Siemens & Halske, A. O-- 25 

Siemens-Schuckertwerke, A. G-25 


50 

2. That Siemens & Halske, A. G.. and Sie¬ 
mens-Schuckertwerke, A. G., are business 
enterprises organized under the laws of Ger¬ 
many and maintaining their principal places 
of business in Berlin. Germany, and that 
they are nationals of a designated enemy 
country (Germany); 

3. That Siemens, Incorporated, is acting 
or purporting to act directly or Indirectly 
for the benefit or on behalf of 8iemens & 
Halske, A. G. and Siemens-Schuckertwerke, 
A. G.. nationals of a designated enemy coun¬ 
try (Germany); 

4. That Siemens, Incorporated, is the owner 
of certain transfer files, and the contents 
thereof, identified as numbers 7,000 through 
7,017. 7,019 through 7,032, 7,034 through 7,053 
and 7,055 through 7.065, presently located in 
the warehouse of the Alien Property Cus¬ 
todian at 27 Cliff Street, New York, New York; 


And determining: 

5. That Siemens, Incorporated, is controlled 
by or acting for or on behalf of Siemens & 
Halske, A. G., and Siemens-Schuckertwerke, 
A. G.. and is a national of a designated enemy 
country (Germany); 

6. That to the extent that such nationals 
are persons not within a designated enemy 
country, the national interest of the United 
States requires that such persons be treated 
as nationals of a designated enemy country 
(Germany); 

And having made all determinations and 
taken all action required by law. including 
appropriate consultation and certification, 
and deeming it necessary in the national 
interest, 

hereby vests In the Alien Property Cus¬ 
todian the property described in subpara¬ 
graph 4 hereof, to be held, used, admin¬ 
istered, liquidated, sold or otherwise 
dealt with in the interest and for the 
benefit of the United States. 

Such property and any or all of the 
proceeds thereof shall be held in an ap¬ 
propriate account or accounts, pending 
further determination o£the Alien Prop¬ 
erty Custodian. This order shall not be 
deemed to limit the power of the Alien 
Property Custodian to return such prop¬ 
erty or the proceeds thereof in whole or 
in part, nor shall it be deemed to indi¬ 
cate that compensation will not be paid 
in lieu thereof, if and when it should be 
determined to take any one or all of such 
actions. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may, within one year from the date 
hereof, or within such further time as 
may be allowed, file with the Alien Prop¬ 
erty Custodian on Form APC-41 a notice 
of claim, together with a request for a 
hearing thereon. Nothing herein con¬ 
tained shall be deemed to constitute an 
admission of the existence, validity or 
right to allowance of any such claim. 

The terms “national”, “designated 
enemy country” and “business enterprise 
within the United States”, as used herein, 
shall have the meanings prescribed in 
section 10 of Executive Order No. 9095, 
as amended. 

Executed at Washington, D. C., on June 
7, 1945. 

fsEAL] James E. Markham, 

Alien Property Custodian. 

[F. R. Doc. 45-10145; Filed, June 11, 1945; 

11:00 a. m.l 


OFFICE OF PRICE ADMINISTRATION. 
| RMPR 169, Arndt. 1 to Order 731 
Washington 

DESIGNATION AS MEAT DEFICIENCY AftfcA 

The termination clause contained in 
the second paragraph of Order No. 73 
under Revised Maximum Price Regula¬ 
tion No. 169 is hereby .deletedt 

This Amendment No. 1 shall become 
effective June 12, 1945. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator. 

[F. R. Doc. 45-10180; Filed, June 11, 1945; 
4:46 p. m.] 


|RMPR 169, Arndt. 1 to Order 74] 
Dover, N. J. 

DESIGNATION AS MEAT DEFICIENCY AREA 

The termination clause contained in 
the second paragraph of Order No. 74 
under Revised Maximum Price Regula¬ 
tion No. 169 is hereby deleted. 

This Amendment No. 1 shall become 
effective June 12, 1945. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator . 

(F. R. Doc. 45-10181; Filed, June 11, 19*5; 
4:46 p. m.l 


[MPR 188, Order 38891 
Metals Service and Supply 

AUTHORIZATION OF MAXIMUM PRICES 

For the reasons set forth in an opinion 
Issued simultaneously herewith and filed 
with the Division of the Federal Register 
and pursuant to § 1499.158 of Maximum 
Price Regulation No. 188. It is ordered: 

(a) The maximum prices, f. o. b. point 
of shipment, for sales by any person of 
No. 12745 Trash Burning Hot Water 
Heater aluminum finish manufactured 
by the Metals Service and Supply of 
Portland, Oregon, and described in its 
application of April 25, 1945, shall be: 

1. On sales to consumer—$19.95. 

2. On sales to dealers—$16.50. 

3. On sales to jobbers—$13.50. 

(b) The maximum prices specified in 
(a) above shall be subject to a discount 
of 10 percent on quantities of 500 or 
more, and all other discounts, allowances 
including transportation allowances and 
the rendition of services which are at 
least as favorable as those which each 
seller extended, or rendered or would 
have extended or rendered to purchasers 
of the same class on comparable sales of 
similar commodities during March 1942. 

(c) The maximum prices for sales on 
an installed basis of the commodities 
covered by this order shall be % deter- 
mined in accordance with the provisions 
of Revised Maximum Price Regulation 
No. 251. 

(d) Each seller, except on sales to 
consumers, shall notify in writing each 
of his purchasers at or before the time 
of the first invoice after the effective 
date of this order, of the maximum 
prices established by this order for his 
sales to such purchasers and the maxi¬ 
mum prices established for such pur¬ 
chaser’s resale. 

(e) The Metals Service and Supply 
shall stencil in a conspicuous place on 
its trash burning hot water heater the 
maximum' consumer’s price established 
by this order and shall identify such 
price as the maximum price to con¬ 
sumer. 

(f) This order may be revoked or 
amended by the Price Administrator at 
any time. 














7065 


FEDERAL REGISTER, Wednesday, June 

This order shall become effective June This order shall become effective*June 


12, 1945. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator. 

|F. R. Doc. 45-10187; Filed, June 11, 1945; 
4:46 p. m.] 


[MPR 188. Order 3930] 

Goodloe E. Moore Co. 

AUTHORIZATION OF MAXIMUM PRICES 

For the reasons set forth in an opinion 
issued simultaneously herewith and filed 
with the Division of the Federal Register, 
and pursuant to § 1499.158 of Maximum 
Price Regulation No. 188; It is ordered: 

(a) The maximum list prices, for sales 
by any person of the following commodi¬ 
ties manufactured by the Goodloe E. 
Moore Company shall be: 


Commodity 

Quantity 

List 

price 

Cerneo Insulation Hangers: 

5 W" spindle. 

Per M.... 

$70 

spindle_____.... 

...do_ 

92 

7 Ij* spindle . __ 


120 

spindle _ 


120 

-x 




<b) The maximum list prices speci¬ 
fied in (a) shall be subject to the follow¬ 
ing successive discounts: 


Percent 

On sales to distributors- 40-20-20 

On sales to sub-distributors—-— 40-20-10 

On sales to wholesalers- 40-20 

On sales to dealers- 40 

On sales to consumers---List price 


(c) The maximum prices f. o. b. ship¬ 
ping point established in (a), above, ex¬ 
cept on sales by dealers to consumers, 
shall be subject to the following freight 
allowances: 

(1) To any point east of the Rocky Moun¬ 
tains. full freight on shipments in quantities 
of 6,000 or more. 

(2) To any other point in the United 
States, $1.50 per 100 pounds. 

(d) The maximum prices established 
by this order shall be subject to such 
other discounts and allowances and the 
rendition of services which are at least 
as favorable as those which each seller 
extended or rendered or would have ex¬ 
tended or rendered to purchasers of the 
same class on comparable sales of similar 
commodities during March 1942. 

(e) Maximum prices for sales on an 
Installed basis of the products cov¬ 
ered by this order shall be determined 
in accordance with Revised Maximum 
Price Regulation No. 251. 

(f) The Goodloe E. Moore Company 
and each reseller except on sales to con¬ 
sumers, shall notify each of its pur¬ 
chasers in writing at or before the first 
invoice, of the maximum prices estab¬ 
lished by this order on sales to such 
purchaser and the maximum prices es¬ 
tablished for such purchaser for resale. 

(g) This order may be^ revoked or 
amended by the Price Administrator at 
any time. 


12, 1945. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator. 

[F. R. Doc. 45-10188; Filed. June 11, 1945; 
4:46 p. m.] 


[MPR 188, Order 3931] 

Laughton Machine Shop 

AUTHORIZATION OF MAXIMUM PRICES 

For the reasons set forth in an opinion 
issued simultaneously herewith and filed 
with the Division of the Federal Register 
and pursuant to § 1499.158 of Maximum 
Price Regulation No. 188; It is ordered: 

(a) The maximum net prices for sales 
by any person of an aluminum Jump-up 
sprinkler head manufactured by the 
Laughton Machine Shop of Los Angeles, 


California, shall be: 

Each 

(1) On sales to consumers-$1.25 

(2) On sales to retailers_ .80 

(3) On sales to Jobbers who drop ship. . 65 

(4) On sales to Jobbers who stock- . 55 


(b) The maximum prices specified in 
(a) above for sales by the Laughton Ma¬ 
chine Shop of Los Angeles, California, 
are f. o. b. point of manufacture. 

(c) Maximum prices specified in (a) 
above on sales to all persons, except con¬ 
sumers. are subject to the following 
quantity discounts: 

Percent 


12 to 499.-. 1 

500 to 999__ 1V 2 

1000 or more- 2 


(d) In addition to the discounts and 
allowances specified in (b) and (c) above 
the maximum prices established by this 
order shall be subject to all other dis¬ 
counts, allowances, and the rendition of 
services which are at least as favorable 
as those which each seller extended or 
rendered or would have extended or ren¬ 
dered to purchasers of the same class on 
comparable sales of similar commodities 
during March 1942. 

(e) Maximum prices for sales on an 
installed basis of the commodity covered 
by this order shall be determined in 
accordance with the provisions of Revised 
Maximum Price Regulation No. 251. 

(f) Each seller, except on sales to con¬ 
sumers, shall notify in writing each of 
his purchasers at or before the time of 
the first invoice after the effective date 
of this order of the maximum prices es¬ 
tablished by this order for sales by each 
seller to such purchasers and the maxi¬ 
mum resale price established for such 
purchasers. 

(g) The Laughton Machine Shop shall 
attach a tag to the commodity covered 
by this order and shall print in a con¬ 
spicuous place on the tag the maximum 
price to consumers established by this 
order and shall identify such price as the 
maximum price to consumers. 

(h) This order may be amended or 
revoked by the Price Administrator at 
any time. 


13, 1945 

This order shall become effective June 
12, 1945. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator. 

[F. R. Doc. 45-10189; Filed, June 11. 1945; 
4:47 p. m.] 


[MPR 188. Order 3932] 

Twin City Equipment Co. 

AUTHORIZATION OF MAXIMUM PRICES 

For the reasons set forth in an opinion 
issued simultaneously herewith and filed 
with the Division of the Federal Register 
and pursuant to 8 1499.158 of Maximum 
Price Regulation No. 188; It is ordered: 

(a) The maximum net prices f. o. b. 
point of manufacture for sales by the 
Twin City Equipment Company of the 
Model No. Z-15 freezer storage cabinet 
shall be: 


Model 

Size 

On 
sales 
to dis¬ 
tribu¬ 
tors 

On 

sales 

to 

deal¬ 

ers 

On 

sales 

to 

con¬ 

sum¬ 

ers 

Z-15 

6' x 20.5" x 35"—H h. p. 
condensing unit_ 

$217.50 

$261 

$435 




(b) The maximum net prices estab¬ 
lished in (a) above may be increased by 
the following amount to each class of 
purchaser as a charge to cover the cofct 
of crating, when crating is actually sup¬ 
plied: $6.00. 

(c) The maximum net prices for sales 
by distributors of the Model Z-15, freezer 
and storage cabinet manufactured by the 
Twin City Equipment Company shall be: 


Model 

Size 

On sales 
to dealors 

On sales 
to con¬ 
sumers 

Z-15 

6' x20.5" x 35"—Hb. p. 
condensing unit..._ 

$261 

$435 




(d) The maximum net prices for sales 
by dealers to consumers of the Model 
Z-15 freezer storage cabinet manufac¬ 
tured by the Twin City Equipment Com¬ 
pany shall be: 

^ On sales to 

Model and size: consumers 

Z-15: 6' x 29.5" x 35"— y 3 h. p. con¬ 
densing unit_ $435 

(e) The maximum net prices estab¬ 
lished by this order shall be subject to 
discounts, and allowances, and the ren¬ 
dition of services which are at least as 
favorable as those which each seller ex¬ 
tended or rendered or would have ex¬ 
tended or rendered to purchasers of the 
same class on comparable sales of simi¬ 
lar commodities during March 1942. 

(f) A distributor or dealer may add the 
following charges to the maximum prices 
established in (c) and (d) above: 

(1) The actual amount of freight paid 
to obtain delivery to his place of busi¬ 
ness. Such charges shall not exceed 
the lowest common carrier rates. 
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(2) Crating charges actually paid to 
his supplier but in no instance exceed¬ 
ing $6.00. 

(g) Each seller of a commodity cov¬ 
ered by this order, except a dealer, shall 
notify each of its purchasers, in writ¬ 
ing, at or before the issuance of the first 
invoice after the effective date of the 
order, of the maximum price established 
for purchasers upon resale, including 
allowable transportation and crating 
charges. 

(h) The Twin City Equipment Com¬ 
pany shall stencil on the inside of the 
lid or cover of each freezer storage cabi¬ 
net covered by this order the maximum 
net price established by this order on 
sales to consumers. The stencil shall 
contain substantially the following: 

OPA maximum retail price $- 

Plus freight and crating as provided In 
OPA Order No. 3932 under Maximum Price 
Regulation No. 188. 

(i) This order may be revoked or 
amended by the Price Administrator at 
any time. 

This order shall become effective June 
12, 1945. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator. 

IF. R. Doc. 45-10190; Filed, June 11, 1945; 

4:47 p. m.) 


[MPR 478, Order 144 ) 
Cohn-Miller Co. 

AUTHORIZATION OF MAXIMUM PRICES 

For the reasons set forth in an opin¬ 
ion issued simultaneously herewith and 
filed with the Division of the Federal 
Register, and pursuant to section 10 of 
Maximum Price Regulation No. 478; It is 
ordered: 

(a) The maximum prices for sales of 
the following coated fabrics converted 
by The Cohn-Miller Company, 237 
Chuch Street, New York, New York, 
shall be as follows : 

Per linear yard 

88 V' 64 x 60 5.36 print cloth, 
bleached, with oz. to 3 oz. dry 
weight of clear pyroxylin coating- $0.30798 
88&'' 64 x 60 5.35 print cloth, 
bleached, with 2 l A oz. to 3 oz. dry 
weight of white pigment coating- . 80798 
88 V' 64 x 60 5.35 print cloth, 
bleached, with 2% oz. to 3 oz. dry 
weight of light color pigment 


coating_ . 32048 

88 V' 94 x 60 5.35 print cloth 
bleached, with oz. to 3 oz. dry 
weight of dark color pigment 

coating_ . 32048 

88V' 64 x 60 5.36 print cloth, 
blotch printed (2-4 colors) with 
2 l /2 oz. to 3 oz. dry weight of clear 
pyroxylin coating_- .35580 


<b) With or prior to the first delivery 
of fabrics covered by this order to any 
person other than a manufacturer, the 
seller shall notify such person in writing 
of the specific maximum price applicable 
to his resale of these coated fabrics which 
is the maximum price set forth in (a) 
above. 

(c) All provisions of Maximum Price 
Regulation 478 not inconsistent with this 


order shall apply to sales covered by this 
order. 

(d) This order may be revoked or 
amended by the Price Administrator at 
any time. 

This order shall become effective June 
12, 1945. 

Issued this 11th day of June 1945. 

Chester Bowles, 
Administrator. 

IF. R. Doc. 45-10186; Filed, June 11, 1945; 
4:52 p. m.J 


[Max. Import Price Reg. Arndt. 1 to Order 83] 
Clocks 

RETAIL CEILING PRICES 

For the reasons set forth in an opinion 
issued simultaneously herewith and filed 
with the Division of the Federal Register, 
and pursuant to section 21 of the Maxi¬ 
mum Import Price Regulation, It is or¬ 
dered: 

That Order No. 83 under the Maximum 
Import Price Regulation is amended in 
the following respect: 

Paragraph (c) is amended by adding 
to the list of classes of imported goods at 
the end thereof the following: 

Permitted percentage 

Classes of imported markup on cost 

goods: (Percent) 

Clocks--75 

This amendment shall become effective 
June 13, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator. 

IF. R. Doc. 45-10250; Filed, June 12, 1945; 
11:43 a. m.J 


[Max. Import Price Reg., Order 94J 
Indian Numdah Rugs 

ESTABLISHMENT OF MAXIMUM PRICES 

For the reasons set forth in an opin¬ 
ion issued simultaneously herewith and 
filed with the Division of the Federal 
Register, and pursuant to section 21 of 
the Maximum Import Price Regulation, 
it is ordered: 

(a) What this order does. This order 
establishes maximum prices at which 
importers (including an importer selling 
at retail) and wholesalers may sell, and 
maximum prices at wliich any person 
may buy from such sellers, Kashmir 
type Numdah rugs imported from In¬ 
dia. This order does not apply to re¬ 
tailers who purchase from importers or 
wholesalers. Their selling prices are 
governed by Maximum Price Regulation 
No. 580. 

(b) Maximum prices. Notwithstand¬ 
ing the provisions of the Maximum Im¬ 
port Price Regulation, on and after June 
13, 1945 regardless of any contract, 
agreement or other obligation, no im¬ 
porter (including an importer selling at 
retail) or wholesaler may sell or deliver, 
and no person may buy or receive from 
such seller, Kashmir type Numdah rugs 
produced outside the Continental United 


States at prices higher than the follow¬ 
ing: 


Size 

To whole¬ 
salers* 

To re- 
tailers** 

To con¬ 
sumers 

2' x 3'. 

$1.67 

$L 85 

$2.45 

3' x 4'. 

3.06 

3.40 

4. 40 

4' x 6'. 

A. 27 

5.85 

7.90 

ft' x O'. 

16. 11 

17.00 

24.00 

9'x 12 / . 

32.27 

35.85 

48.50 



Terms: 

• Net 30 days. 

•• l% 10 days, net 30 dayi. 


These prices are f. o. b. U. S. port of 
entry, duty paid. Where sales are made 
by the importer at a place other than the 
port of entry, he may add freight (other 
than local cartage) actually incurred in 
transporting the commodity from the 
port of entry to place of sale. The 
wholesaler may add to his maximum 
prices freight (other than local cartage) 
whether incurred by him or to the im¬ 
porter. in transporting the commodity to 
his place of sale. 

Freight charges shall be calculated on 
the basis of the lowest available common 
carrier rate for the quantity transported, 
and. except on sales at retail, shall be 
separately stated on the seller’s invoice. 

(c) Importer to notify wholesalers. 
The importer shall include the following 
statement on each invoice covering sales 
of such Numdah rugs to wholesalers: 

The invoiced Kashmir type Numdah rugs 
are sold to you at prices established by Order 
No. 94 under the Maximum Import Price 
Regulation. Your own maximum resale 
prices are established under the same order. 

(d) Brokers or agents commissions. 
The maximum prices established by this 
order include, and may not be increased 
by, any commission paid to any broker 
or to any buying or selling agent. 

(e) Less than maximum prices. 
Lower prices than those established by 
this order may be charged, demanded, 
paid or offered. 

(f) Application of Maximum Import 
Frice Regulation. Unless the context 
otherwise requires, the provisions of the 
Maximum Import Price Regulation, as 
amended, shall apply to sales for which 
maximum prices are established by this 
order. 

(g) Revocation and amendment. 
This order may be revoked or amended 
at any time. 

This order shall become effective June 
J3, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator. 

IF. R. Doc. 45-10251; Filed, June 12, 1945; 

11:44 a. m.J 


lMax. Import Price Reg., Order 951 
Ebosa Swiss Alarm Clocks 

APPROVAL OF MAXIMUM PRICES 

For the reasons set forth in an opinion 
Issued simultaneously herewith, and filed 
with the Division of the Federal Register, 
and pursuant to section 21 of the Maxi¬ 
mum Import Price Regulation, as amend¬ 
ed, it Is ordered: 
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(a) Effect of this order. This order 
establishes maximum prices at which any 
person may sell Ebosa one-day. no-jewel 
Swiss alarm clocks in specified quantities 
to specified classes of purchasers. These 
clocks have assorted dials and are in 
assorted colors; they are identified by the 
manufacturer’s style number. The max- 
imtim prices established by this order 
supersede maximum prices which any 


seller may have established for these 
clocks including prices established by 
letter or letter order issued under the 
Maximum Import Price Regulation. 

(b) Maximum prices. The maximum 
prices at which sales and deliveries of 
the Ebosa alarm clocks listed below may 
be made to the specified classes of pur¬ 
chasers are as follows; 


Description 

Maximum prices 

To wholesalers 
in Quantities 
of— 

To retailers In quanti¬ 
ties of— 

To con¬ 
sumers ex¬ 
clusive of 
Federal 
exciso 
tax 

250 or 
more 

249 or 
less 

101 or 
more 

7 to 
100 

o § 

Ebosa #1. 48 -uun. dial.„.-.— 

Ebosa #2 and 2A, 58-inin. dial. 

Ebosa #3, 4, and 5 (larger than 58 nim. dial). 

Each 
$3.00 
3.20 
" 3.35 

Each 
$3.10 
3.20 
3.50 

Each 
$3.45 
3.60 
3.85 

Each 
$3.80 
3.95 
4. 15 

EJach 
$3.95 
4.10 
4.36 

Each 
$5. 45 
5.75 
5 95 


The maximum prices established for 
sales to wholesalers are f. o. b. the seller’s 
city and are subject to terms of 2%. ten 
days, net thirty days. The prices estab¬ 
lished for sales to retailers are f. o. b. 
the seller’s city and are subject to terms 
of 2%, thirty days. The maximum re¬ 
tail prices established by this order are 
exclusive of the 20% Federal excise tax. 

(c) Notification. Any person who 
sells the Ebosa Swiss alarm clocks cov* 
ered by this order to a purchaser for re¬ 
sale shall, at or prior to the time of the 
first invoice to that purchaser, notify the 
purchaser of the maximum prices estab¬ 
lished by this order for sales^ at whole¬ 
sale and retail. This notice may be given 
in any convenient form. 

(d> Tagging. Before being offered for 
sale to the ultimate consumer each clock 
shall have Securely attached to it a tag 
or label setting forth the style number 
and its maximum retail price as estab¬ 
lished by this order. This tag or label 
may not be removed until the clock is 
sold to an ultimate consumer. 

(e) This order may be revoked or 
amended by the Price Administrator at 
any time. 

This order shall become effective June 
13, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator . 

[P. R. Doc. 45-10252; Filed. June 12, 1945; 

11:44 a. m.J 


[SR 15. Order 24] 

Tennessee Products Corp. 

ESTABLISHMENT OF MAXIMUM PRICES 

For the reasons set forth in an opinion 
issued simultaneously herewith, and 
pursuant to § 1499.75 (a) (18) of Supple¬ 
mentary Regulation No. 15 to the Gen¬ 
eral Maximum Price Regulation and 
Appendix A (a) of Maximum Price Regu¬ 
lation No. 431, It is ordered: 

(£) The maximum prices for sales by 
Tennessee Products Corporation, Nash¬ 


ville, Tennessee, of the hardwood char¬ 
coal of its own production described 
below shall be the maximum prices 
otherwise established under the General 
Maximum Price Regulation or the maxi¬ 
mum prices set forth below, whichever 
are higher: 

Per ton 
f. o. b. plant 


Lump charcoal in bulk-$31.25 

Lump charcoal in bags (bags in¬ 
cluded) ___ 39.25 

Granulated charcoal in bags, ground 

and sized (bags Included)—-- 38.75 

Granulated charcoal in bags, ground 
and sized (bags Included), pro¬ 
duced *by milling lump charcoal or 

reground granular charcoal- 42. 25 

Standard briquettes in bulk- 42.26 

Midget briquettes (bags included)-- 51.25 
Standard briquettes in bags (bags 

, included)_ 44.25 

Soft waterproof briquettes in bulk-- 44.25 
Charcoal screenings- 23. 66 


(b) Resellers. A reseller making sales 
to industrial consumers of the hardwood 
charcoal for which dollar and cent maxi¬ 
mum prices are established under para¬ 
graph (a) above may add to his maxi¬ 
mum price per unit immediately prior 
to this order for such sales his increased 
acquisition cost per unit under this order. 
His increased acquisition cost per unit 
is the increase (in dollars and cents) 
in the price to him per unit over Ten¬ 
nessee Products Corporation’s maximum 
price per unit for sales to him immedi¬ 
ately prior to this order as determined 
from the invoice required to be furnished 
him under (c) below. 

(c) Invoices. Tennessee Products Cor¬ 
poration or any reseller making sales 
of the hardwood charcoal for which max¬ 
imum prices are established under this 
order shall show as separate items on all 
invoices therefor: 

(1) The maximum price for such a sale 
immediately prior to this order. 

(2) The adjusted selling price (not in 
excess of the maximum price under this 
order). 

An invoice containing the above re- 
' quired information shall be furnished the 
buyer prior to payment by him. 

This order may be revoked or amended 
by the administratbr at any time. 


This order shall become effective June 
13, 1945. 

Issued this 12th day of June 1945. 

Chester Bowles, 
Administrator . 

[F. R. Doc. 45-10256; Filed. June 12. 1945; 
11:45 a. m.J 


Regional and District Office Orders. 
[Region IV Order G-48 Under RMPR 1221 
Solid Fuels in Kinston, N. C. 

For the reasons set forth in an opinion 
issued simultaneously herewith and un¬ 
der the authority vested in the Regional 
Administrator, Region IV, Office of Price 
Administration, by § 1340.260 of Revised 
Maximum Price Regulation No. 122, it is 
hereby ordered: 

(a) What this order does. This adopt¬ 
ing order establishes dollars-and-cents 
ceiling prices for specified solid fuels 
when sold in the-area or by the dealers 
set out herein. These fuels are described 
and the maximum prices are set forth in 
paragraph (e) hereof. 

<b) Area covered. This order covers 
all sales of specified solid fuels when sold 
and delivered within the corporate limits 
of Kinston, North Carolina or when sold 
and delivered beyond such corporate lim¬ 
its of Kinston, North Carolina or when 
sold and delivered beyond such corporate 
limits by a dealer whose place of business 
is located in Kinston. 

(c) Applicability of Basic Order No. 
G-37 . All the provisions of Order No. 
G-37 under Revised Maximum Price 
Regulation No. 122—Basic Order for 
Area Pricing of Coal in Region IV—is¬ 
sued April 4, 1945 by the Atlanta Re¬ 
gional Office, Region IV. Office of Price 
Administration are adopted in this or¬ 
der and are just as much a part of this 
order as if printed herein. If said Order 
No. G-37 is amended in any respect all 
the provisions of that order, as amended, 
shall likewise, without other action, be 
a part of this order. All persons subject 
to this Adopting Order are also sub¬ 
ject to and should read and be familiar 
with the provisions of said Order No. 
G-37. 

(d) Relationship between this order 
and previous orders. This order super¬ 
sedes Amendment No. 18 to Order No. 
G-17 under Revised Maximum Price 
Regulation No. 122 and all supplemen¬ 
tary orders issued thereunder insofar as 
they are applicable to the area covered 
by this order, and as a result, said 
amendment and supplementary orders 
are hereby, to that extent, revoked. This 

. order is issued as an Adopting Order pur¬ 
suant to the provisions of Order No. G- 
37 under Revised Maximum Price Reg¬ 
ulation No. 122. and since the additions 
permitted by Supplementary Order No. 
1 under said Order No. G-37 are incor¬ 
porated in the price list contained herein, 
said supplementary Order No. 1 under 
said Order No. G-37 shall not be appli¬ 
cable to this Order No. G-48. 

(e) Maximum prices. Maximum 
prices established by this order are as 
follows for sales on a “Direct Delivery or 
Domestic” basis: 
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(1) Bitv ruinous coal from District No . 7 . 


Size 

Per 

ton. 

2,000 

lbs. 

Per 

Vi ton, 
1,000 
lbs. 

Per 

Vi ton, 
500 
lbs. 

Esg—Size Group No. 2. 

$12.51 

$0.26 

$3.38 

Btove— Site Group No. 3, and 
Stoker (Nut or Pea)—Size 
Groups No. 4 and 5. 

0.02 

4. 00 

2.73 

’ Briquettes. 

12.57 

6.20 

3.39 


(2) Bituminous coal from District No . 8 . 


Size 

Per 

ton. 

2,000 

lbs. 

Per 

Vi ton, 
1,000 
lbs. 

Per 

Vi ton, 
500 
lbs. 

Block or lump and larger: 

Size groups Nos. 1 and 2, In 
price classifications A to 11, 
Inclusive.-.. 

$12.01 

$6.01 

$3.25 

Chunk: Size group No. 2, in¬ 
cluding ZW T x 8". from 
index No. 481, the Virglo Mine 
of Benedict Coal Co .. x .. . 

12.29 

6.15 

3.32 

Em: Size group No. 6, top* size 
larger than 5" but not exceed¬ 
ing G", bottom size 2" and 
smaller and top size 3" l but 
not exceeding 5 , bottom size 
larger than 2" but not exceed¬ 
ing 3" in price classifications 
E to K, inclusive .. - 

10.81 

5.41 

2.95 

Stoker: Treated, double screened, 
top size \W and smaller, 
bottom size smaller than W\ 
size group No. 10. in price clas¬ 
sifications A to K, inclusive.... 

Yard, nut, and slack... 

9.95 
8.40 

4.98 

4.20 

2.74 

2.35 






(f) Maximum authorized service 
charges and required deductions —(1) 
Carry jrom curb. If buyer requests such 
service, the dealer may charge not more 
than 50? per ton therefor. 

(2) Carry up or down stairs. If buyer 
requests such service, the dealer may 
charge not more than 50? per ton there¬ 
for. 

(3) Sacked coal. Dealer may charge 
not more than 61? for 80 lb. sack or bag, 
at his yard, plus 10? per bag if he fur¬ 
nishes the bag. 

(4) Yard sales. When the buyer picks 
up coal at the dealer’s yard, the dealer 
must reduce the Domestic price at least 
50? per ton. On sales to peddlers and 
other dealers, at the yard, the dealer 
must reduce the Domestic price at least 
$1.00 per ton. 

(5) Treated coals. If the dealer’s sup¬ 
plier has subjected the coal to oil or 
calcium chloride treatment to allay dust 
or to prevent freezing, and makes a 
charge therefor, the dealer selling such 
coal may add to the applicable maximum 
price set by this order the amount of 
such charge, not to exceed 10? per net 
ton. The invoice, sales slip, or receipt 
shall clearly show that the coal has been 
so treated but it is not necessary that 
this charge be separately stated thereon. 
This additional charge may not be added . 
however, to the price specified for treated 
Stoker coal from District No. 8, inas¬ 
much as the price established hereby in¬ 
cludes such charge. 

(6) Carload sales. On sales in car¬ 
load lots, the dealer may not charge more 
than the mine price, plus actual freight 
cost, plus $1.25 per ton. 

(7) Sales taxes. The North Carolina 
state sales tax may be added to the 
prices otherwise established by this order. 

(8) Delivery zone. No charges may be 
made for deliveries within the corporate 
limits of Kinston, North Carolina. For 


deliveries beyond such corporate limits, 
the dealer may make an additional charge 
of not more than 10? per ton per mile, 
and may impose a minimum charge of 
not more than 50? for each such delivery, 
said mileage to be measured by the actual 
highway mileage from said corporate 
limits to the point of delivery by the most 
direct highway route. 

(9) Qredit. No charge in excess of the 
prices otherwise permitted herein may 
be made for extension of credit. 

This order shall become effective June 
5, 1945. 

Issued: May 31, 1945. 

Alexander Harris, 
Regional Administrator. 

IF. R. Doc. 45-10166; Filed, June 11, 1945; 

1:11 p. m.J 


[Region IV Order G-47 Under RMPR 1221 

Solid Fuels in Ripley, Tennessee 

For the reasons set forth in an opinion 
issued simultaneously herewith and un¬ 
der the authority vested in the Regional 
Administrator, Region IV. Office of Price 
Administration by § 1340.260 of Revised 
Maximum Price Regulation No. 122, It is 
hereby ordered: 

(a) What this order does. This adopt¬ 
ing order establishes dollars-and-cents 
ceiling prices for specified solid fuels 
when sold and delivered by dealers in the 
area set out herein. These fuels are de¬ 
scribed and the maximum prices are set 
forth in paragraph (e) hereof. 

(b) Area covered. This order covers 
all sales of specified solid fuels when sold 
and delivered within the corporate limits 
of Ripley, Tennessee and within th$ 
State of Tennessee in a fifteen mile radius 
of said corporate limits. Such radius 
shall be measured by the actual mileage 
between said corporate limits and the 
point of delivery by the most direct high¬ 
way route. 

(c) Applicability of Basic Order No. 
G-37. All the provisions of Order No. 
G-37 under Revised Maximum Price 
Regulation No. 122—Basic Order for 
Area Pricing of Coal in Region IV—is¬ 
sued April 4, 1945 by the Atlanta Re¬ 
gional Office, Region IV, Office of Price 
Administration are adopted in this order 
and are just as much a part of this order 
as 'if printed herein. If said Order No. 
G-37 is amended in any respect all the 
provisions of said order, as amended, 
shall likewise, without other action, be a 
part of this order. All persons subject to 
this adopting order are also subject to 
and should read and be familiar with the 
provisions of said Order No. G-37. 

(d) Relationship between this order 
and previous orders. This order super¬ 
sedes Amendment 11 to Order No. G-17 
under Revised Maximum Price Regula¬ 
tion No. 122 and all supplementary or¬ 
ders issued thereunder insofar as they 
are applicable to the area covered by 
this order, and as a result, said amend¬ 
ment and supplementary orders are here¬ 
by, to that extent, revoked. This order 
is issued as an adopting order pursuant 
to the provisions of Order No. G-37 un¬ 
der Revised Maximum Price Regulation 
No. 122, and since the additions per¬ 


mitted by Supplementary Order No. 1 
under said Order No. G-37 are incorpo¬ 
rated in the price list contained herein, 
said Supplementary Order No. 1 under 
said Order No. G-37 shall not be applica¬ 
ble to this Order No. G-47. 

(e) Maximum prices. Maximum 
prices established by this order are as 
follows for sales on a “Direct Delivery 
or Domestic” basis: 


(1) Bituminous coal jrom District No . 9 . 


Size 

Per, 

ton. 

2.000 

ti>s. 

Per 
Vi ton, 
1.000 
lbs. 

Per 

Vi ton, 
500 
lbs. 

Lump and egg from seams 9 and 
11 and other seams In price 
group No. 3* 

From hand operated mines.. 
From all other mines_ 

$7.00 
C. 86 

$3. 75 
3.68 

$2.00 

1.97 



(f) Maximum authorized service 
charges and required deductions .—(1) 
Yard sales. When the buyer picks up 
coal at the dealer’s yard, the dealer must 
reduce the Domestic price at least 50? 
per ton. 

(2) Treated coals. If the dealer’s 
supplier has subjected the coal to oil or 
calcium chloride treatment to allay dust 
or to prevent freezing, and makes a 
charge therefor, the dealer selling such 
coal may add to the applicable maximum 
flrice set by this Order the amount of 
such charge, not to exceed 10c per net 
ton. The invoice, sales slip, or receipt 
shall clearly show that the coal has been 
so treated but it is not necessary that 
this charge be separately stated thereon. 

(3) No charge may be made for deliv¬ 
eries within the corporate limits of Rip¬ 
ley, Tennessee. For deliveries beyond 
such corporate limits and within the 
State of Tennessee within fifteen miles 
of said corporate limits, dealer may make 
an additional charge of not more than 
10? per ton per mile, and may impose a 
minimum charge of not more than 50? 
for each such delivery, said mileage to 
be measured by the actual mileage from 
such corporate limits to the point of de¬ 
livery by the most direct highway route. 

(4) Credit. No charge in excess of the 
prices otherwise permitted herein may 
be made for the extension of credit. 

This order shall become effective June 
5, 1945. 

Issued May 31, 1945. 

Alexander Harris, 
Regional Administrator. 

IF. R. Doc. 45-10167; Filed. June 11, 1945; 

1:11 p. m.J 


[Region IV Order G-46 Under MPR 122] 

Solid Fuels in Laurens and Newberry 
Counties, S. C. 

For the reasons set forth in an opinion 
issued simultaneously herewith and un¬ 
der the authority vested in the Regional 
Administrator, Region IV, Office of Price 
Administration, by § 1340.260 of Revised 
Maximum Price Regulation No. 122, it is 
hereby ordered: 

(a) What this order does. This adopt¬ 
ing order establishes dollars-and-cents 
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ceiling prices for specified solid fuels 
when sold and delivered by dealers in the 
area set out herein. These fuels are de¬ 
scribed and the maximum prices are set 
forth in paragraph (e) hereof. 

(b) Area covered. This order covers 
all sales of specified solid fuels when sold 
and delivered within the boundaries of 
Laurens and Newberry Counties, South 
Carolina. 

<c) Applicability of Basic Order No. 
G-37. All the provisions of Order No. 
G-37 under Revised Maximum Price 
Regulation No. 122—Basic Order f*r 
Area Pricing of Coal in Region IV—is¬ 
sued April 4, 1945 by the Atlanta Re¬ 
gional Office, Region IV, Office of Price 
Administration are adopted in this or¬ 
der and are just as much a part of this 
order as if printed herein. If said Order 
No. G-37 is amended in any respect all 
the provisions of said order, as amended, 
shall likewise, without other action, be 
a part of this order. All persons subject 
to this Adopting Order are also sub¬ 
ject to and should read and be familiar 
with the provisions of said Order No. 
G-37. 

_jd) Relationship between this order 
and previous orders. This order super¬ 
sedes Amendment 10 to Order No. G-17 
under Revised Maximum Price Regula¬ 
tion No. 122 and all supplementary or¬ 
ders issued thereunder insofar as they 
are applicable to the area covered by this 
order, and as a result, said amendment 
and supplementary orders are hereby, to 
that extent, revoked. This order is is¬ 
sued as an Adopting Order pursuant to 
the provisions of Order No. G-37 under 
Revised Maximum Price Regulation No. 
122, and since the additions permitted by 
Supplementary Order No. 1 under said 
Order No. G-37 are incorporated in the 
price list contained herein, said Supple¬ 
mentary Order No. 1 under said Order 
No. G-37 shall not be applicable to this 
Order No. G-46. 

(e> Maximum prices. Maximum prices 
established by this order are as follows 
for sales on a “Direct delivery or domes¬ 
tic” basis: 


(1) High volatile bituminous coal from District No. 8 . 


Size 

Per 

ion, 

2,01)0 

lbs. 

Per 

H ton, 
1,000 
lbs. 

Per 

M ton, 
500 
lbs. 

Egg, Mock, lump, and chunk.... 

Stoker...... 

$9.70 

9.30 

$5.10 

4.90 

$2.68 

2.58 




(f) Maximum authorized service 
charges and required deductions. —(1) 
Carry or wheel service. If buyer re¬ 
quests such service, the dealer may 
charge not more than 500 per ton there¬ 
for. 

(2) Sacked coal. Dealer may charge 
not more than 61c per 100 lbs, 510 per 
30 lbs., 31c* per 50 lbs., and 250 per 35 lbs. 
for coal sold in sacks containing the 
above noted poundages. These prices are 
for High Volatile Bituminous Egg Coal 
from District No. 8 and are applicable 
both to yard and delivered sales. 

(3) Yard sales. When the buyer picks 
up coal at the dealer’s yard, the dealer 
must reduce the Domestic pifee at least 
500 per ton. 

No. in- 5 


(4) Treated coals . If the dealer’s sup¬ 
plier has subjected the coal to oil or cal¬ 
cium chloride treatment to allay dust or 
to prevent freezing, and makes a charge 
therefor, the dealer selling such coal may 
add to the applicable maximum price set 
by this Order the amount of such charge, 
not to exceed 100 per net ton. The in¬ 
voice, sales slip, or receipt shall clearly 
show that the coal has been so treated 
but it is not necessary that this charge 
be separately stated thereon. 

(5) Delivery zone. No charge may be 
made for deliveries within the corporate 
limits of the town or city in which the 
dealer’s yard is located. For deliveries 
beyond such corporate limits and within 
the area covered by this Order, the dealer 
may make an additional charge of not 
more than 100 per ton per mile, and may 
impose a minimum charge of not more 
than 500 for each such delivery, said 
mileage to be measured by the actual 
mileage from such corporate limits to the 
point of delivery by the most direct high¬ 
way route. 

<6) Quantity discounts. On single 
sales of 20 tons or more to a single pur¬ 
chaser, the dealer must reduce the Do¬ 
mestic price at least 750 per ton. 

(7) Credit. No charge in excess of the 
prices otherwise permitted herein may be 
made for extension of credit. 

This order shall become effective June 
5, 1945. 

Issued May 31, 1945. 

Alexander Harris, # 
Regional Administrator. 

[F. R. Doc. 45-10168; Filed, June 11, 1945; 

1:12 p. m.] 


(Region IV 2d Rev. Order G-10 Under RMPR 
122, Arndt. 1J 

Solid Fuels in Henrico, Hanover and 

Chesterfield Counties and Richmond, 

Va. 

For the reasons set forth in an opin¬ 
ion issued simultaneously herewith, and 
under the authority vested in the Re¬ 
gional Administrator, Region IV. Office 
of Price Administration by § 1340.260 of 
Revised Maximum Price Regulation No. 
122, Second Revised Order No. G-10 
under Revised Maximum Price Regula¬ 
tion No. 122 issued by this office on April 
18, 1945, is hereby amended in the fol¬ 
lowing respects: 

1. Paragraph (e) is amended to read 
as follows: 

(e) Maximum prices. Maximum 
prices established by this order are as 
follows for sales on a “Direct Delivery 
or Domestic” basis: 


(1) Low volatile bituminous coal from Dis¬ 
trict No. 7. 


Bits 

Per 

ton, 

2,000 

lbs. 

Per 

H ton, 
1,000 
lbs. 

Per 

H ton, 
500 
lbs. 

Egg (double screened)...:. 

Egg (single screened). 

Stove size (double screened). 

Stove size (single screened). 

Nut size (double screened)- 

Nut size (single screened). 

Pea stoker .- 

$12.80 

11.80 

12.51 

11.51 
11.06 
10.60 
10.31 
10.16 

9.81 

$6.93 

6.43 

0.70 

6.20 

6.03 

6.83 

5.66 

5.58 

5.41 

$3.97 
3.72 
3.88 
3.63 
3.52 
3.42 
3.83 
3.29 
3.20 

Run of mine (screened or straight). 
Nut and slack....- 



(2) Low volatile bituminous coal frony Dis¬ 
trict No. s. 


Size 

Per 

ton. 

2.000 

lbs. 

Per 

H ton, 
1.000 
lbs. 

Per 

H ton, 
500 
lbs. 

Egg (double screened) and stove 




size (double screened). 

$10.60 

$5.80 

$3. 40 

Egg (single screened) and stove 




size (single screened). 

10 . to 

5.55 

3.28 

Run-of-mfne (screened). 

9.55 

5.28 

3.14 


(3) High volatile bituminous coal from District No. 8. 

s--- 


6izo 

Per 

ton, 

2,000 

1»)S. 

Per 

H ton, 
1.000 
lbs. 

Per 

H ton, 
500 
lbs. 

Lump. 

$11.20 

$6. 10 

$3.55 

Egg (double screened). 

10.65 

5.83 

3.41 

Egg (single screened)___ 

10. 20 

5.00 

3.30 

Stove size.... 

9.95 

5.48 

3.24 

Nut size—pea size stoker_ 

10. 15 

5.58 

3.29 

Run-of-mino....... 

9.00 

5.00 

3.00 




(4) Pennsylvania anthracite coals. 


Size 

Per 

ton, 

2.000 

lbs. 

Per 

H ton, 
1,000 
lbs. 

Per 

M ton, 
500 
lbs. 

Anthracite, egg stove, nut. 

$15.90 

$8. 45 

$4.73 

Anthracite—pea. 

14.05 

7.52 

4.27 

Anthracite—rice. 

12.10 

6.55 

3.78 


(5) Briquettes. 


Size 

% 

Per 

ton, 

2.000 

lbs. 

Per 

H ton, 
1,000 
lbs. 

Per 

H ton, 
500 
lbs. 

Briquettes..___ 

$13.16 

$7.08 

$4.04 



2. Paragraph (f) is amended to read 
as follows: 


(f) Other maximum prices. Maxi¬ 
mum prices established by this order are 
as follows for sales of coal sold in bags 
or sacks: 


(1) Coal sofd in 100-pound bags. 



De¬ 

livered 

price 

Cash 
and 
carry 
at yard 

Lotv volatile egg and stove_-. 

$0.76 

$0.66 

Semismokeless egg and stove and high 
volatile egg and stove. 

.61 

.51 

Pennsylvania anthracite (all sizes).... 

,95. 

.85 


(a) The dealer may charge no more 
than ten cents per 100 pound bag when 
he furnishes bags to the consumer. 

(2) Coal sold in 12 pound bags, (a) 
When High Volatile Stove or Nut coal is 
sold to consumers in 12 pound bags, the 
maximum prices are 10c each and 280 
for three if sold in one sale. 

(b) When High Volatile Stove or Nut 
coal is sold to retailers in 12 pound bags, 
the maximum price is per bag. 

(3) Ton lots of coal in bags, (a) The 
domestic price for coal may be increased 
not more than $3.50 per ton if, at the 
purchaser’s request, the dealer sacks the 
coal in paper bags furnished by him. 

3. Supplementary Order No. 1 to Sec¬ 
ond-Revised Order No. G-10 under Re¬ 
vised Maximum Price Regulation No. 122 
is hereby revoked, and Supplementary 
Order No. 1 to Order No. G-37 under Re- 
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vised Maximum Price Regulation No. 122 
is hereby revoked insofar as the same is 
applicable to Second Revised Order No. 
G-10 under Revised Maximum Price Reg¬ 
ulation No. 122. 

This Amendment shall become effec¬ 
tive June 4, 1945. 

Issued May 30. 1945. 

Alexander Harris, 
Regional Administrator. 

[P. R. Doc. 45-10169; Filed. June 11. 1945; 

1:12 p. m.] • 


[Region IV Rev. Order G-4 Under RMPR 122, 
Amdt. 1J 

Solid Fuels in Raleigh, N. C. 

For the reasons set forth in an opinion 
issued simultaneously herewith, and un¬ 
der the authority vested in the Regional 
Administrator, Region IV, Office of Price 
Administration by § 1340.260 of Revised 
Maximum Price Regulation No. 122, Re¬ 
vised Order No. G-4 under Revised Max¬ 
imum Price Regulation No. 122 issued by 
this office on April 18. 1945, is hereby 
amended in the following respects: 

1. Paragraph (e> is amended to read as 
follows: 

(e> Maximum prices. Maximum 
prices established by this Office are as 
follows for sales on a “Direct delivery or 
domestic” basis: 


(1) High volatile bituvntmus coal from District Ko. 8. 


Sito 

Per 

ton. 

2,000 

lbs. 

Per 

M ton, 
1.000 
lbs. 

Per 

H ton, 
500 
lbs. 

Ecu . 

$9. to 
0.75 
9.00 

$5. la 
5.13 
4.75 

$2.71 

2,(50 

2.50 

Stoker . 

Nut and slack. 



(2) Low volatile bituminous coat from District Ko. 7. 


Size 

Per 

ton. 

2.000 

lbs. 

Per 

H ton, 
1.000 
lbs. 

Per 

M ton, 
500 
lbs. 

Lump and egg. 

$11.91 

$0.21 

$3.23 

Stove.. 

11.26 

5T88 

3.07 

Domestic nut____ 

10.41 

6. 46 

2.85 

Domestic pea.. 

9.81 

5.16 

2.70 

Domestic run-of-mine.... 

10.31 

5.41 

2.83 

Domestic straight run-of-mine... 

9.46 

4.98 

2.62 

Nut and slack... 

9. 21 

4.86 

2.55 


(3> Sale of coal in sacks. Dealer may 
charge not more than 710 for 90 lbi*bag 
of any kind of coal listed in the above 
schedule. 

2. Supplementary Order No. 1 to Re¬ 
vised Order No. G-4 under Revised Max¬ 
imum Price Regulation No. 122 is hereby 
revoked, and Supplementary Order No. 
1 to Order No. G-37 under Revised Maxi¬ 
mum Price Regulation No. 122 is hereby 
revoked insofar as the same is applicable 
to Revised Order No. G-4 under Revised 
Maximum Price Regulation No. 122. 

This. amendment shall become effec¬ 
tive June 4, 1945. 

Issued May 30, 1945. 

Alexander Harris, 
Regional Administrator. 

|F. R. Dec. 45-10170; Filed, June 11, 1945; 

1:13 p. m.J 


[Region I Order G-6 Under MPR 154, 
Corr. to Amdt. 11 

Ice in Barnstable County and Wareham, 
Mass. 

Paragraph (a) of Amendment 1 to 
Order No. G-6 is corrected as follows: 
delete the last sentence of said para¬ 
graph (a) and insert in its place a sen¬ 
tence to read as follows: 

In the case of a Quantity Platform 
Sale or a Quantity Delivered Sale, where 
the sale is of 300 pounds or more at one 
delivery, the seller’s maximum price 
shall not exceed his maximum price to 
thfl purchaser established by §§ 1393.1 
and 1393,12 (exclusive of § 1393.12 (f)) 
of Maximum Price Regulation No. 154 by 
more than ten cents per 300 pounds 
<66%e per ton) in the case of a Quantity 
Platform Sale, or by more than 5e per 
hundred pounds ($1 per ton) in the case 
of such Quantity Delivered Sale. 

This correction is effective as of May 
15, 1945. 

Issued this 2nd day of June 1945. 

Eldon C. Shoup, 
Regional Administrator. 

IF. R. Doc. 45-10171; Filed, June 11. 1945; 

1:13 p. m.J 


(Region IV 2d Rev. Order G-l Under Gen. 

Order 50J 

Malt and Cereal Beverages in Alabama 

Revised Order G-l under General 
Order 50 is further revised and amended 
to read as follows: 

For the reasons set forth in an opinion 
issued simultaneously herewith, and un¬ 
der the authority vested in the District 
Director of the Montgomery District Of¬ 
fice of Region IV, of the Office of Price 
Administration by General Order No. 50. 
issued by the Administrator of the Office 
of Price Administration, and Region IV 
Revised Delegation Order No. 17, issued 
May 5,1944, it is hereby ordered: 

Section 1. Purpose of order. Order 
G-l under General Order 50 issued by 
the District Director of the Montgomery 
District Office of the Office of Price Ad¬ 
ministration on the 21st day of July 
1944, was issued for the purpose of es¬ 
tablishing specific maximum prices for 
malt and cereal beverages, including 
those commonly known as ale. beer and 
near-beer, either in containers or on 
draught when sold or offered for sale 
at retail by any eating or drinking es¬ 
tablishment, either for consumption on 
the premises or when carried away. Or¬ 
der G-l was redesignated as Revised Or¬ 
der G-l under General Order 50, effec¬ 
tive September 1, 1944. Revised Order 
G-l under General Order No. 50 is fur¬ 
ther redesignated 2nd Revised Order G-l 
under General Order 50, and is revised 
and amended as herein set forth and is¬ 
sued for the same purpose as Order G-l 
and Revised Order G-l, except that spe¬ 
cific maximum prices are established 
only for on-premises sales, and for the 
further purpose of clarifying and 
strengthening the order. Maximum 
prices for off-premises sales of domestic 


malt beverages are controlled by Revised 
Maximum Price Regulation 259. 

Sec. 2. Geographical applicability. 
The provisions of this order extend to all 
eating and drinking places or establish¬ 
ments located within the limits of the 
following named counties in the State of 
Alabama; Baldwin, Barbour, Bullock, 
Covington, Dallas, Escambia. Greene. 
Henry, Houston, Lee, Lowndes, Mobile, 
Montgomery, Perry. Pike and Russell. 

Sec. 3. Ceiling prices, (a) On and 
after July 29. 1944. if you operate an eat¬ 
ing or drinking establishment, you may 
not sell or offer for sale any beverage 
subject to this order at prices higher 
than the applicable ceiling prices listed 
in the appendices hereof. You may, of 
course, charge lower prices at any time. 

(b) If you sell any beverage subject 
to this Order which is not specifically 
listed here, and if you believe that the 
maximum price specified herein for such 
beverage is not appropriate to such bev¬ 
erage, you may make application to the 
Montgomery District Office of the Office 
of Price Administration requesting that 
such beverage be specifically included in 
the appendices hereof. With or without 
such application, the Montgomery Dis¬ 
trict Office of the Office of Price Admin¬ 
istration may, at any time, and from 
time to time, add new or unlisted bever¬ 
ages. brands, types or sizes together with 
maximum prices for same to the lists set 
forth in the appendices hereof. 

(c) You may not add any taxes to 
your ceiling prices set forth in the ap¬ 
pendices hereof except those specifically 
provided therein, as all other taxes were 
taken into consideration in establishing 
the ceiling prices for each group of 
sellers. 

Sec. 4. How to figure your ceiling 
prices, (a) This order divides eating 
and drinking establishments into three 
different groups and gives each group a 
different ceiling price. The group to 
which you belong depends on your legal 
ceiling prices in effect during the base 
period of April 4-10, 1943. You must 
figure the group to which you belong on 
the basis of your correct legal ceiling 
prices for that period. 

(b) The group to which you belong 
depends on your legal ceiling prices for 
the beverages subject to this order in 
effect during the base period of April 
4-10, 1943. If your legal ceiling prices 
for various brands and types of beverages 
subject to this order vary so that your 
ceiling prices on some brands or types 
seems to place you in one particular 
group and ceiling prices on others seem 
to classify you into a different group, you 
must classify yourself into the particular 
group representative of the prices at 
which the greater number of your sales 
were made. For the purpose of deter¬ 
mining your classification, as herein pro¬ 
vided, no consideration may be given to 
sales of beverages listed in appendices 
other than Appendix A hereof. You 
must figure the groups to which you be¬ 
long as follows: — 

(1) Group 1-B. Your establishment 
belongs to Group 1-B if, during the base 
period of April 4-10, 1943, your legally 
established ceiling prices for beverages 
subject to this order were the same as, or 
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more than, the prices listed in Appendix 
A hereof for Group 1-B establishments. 

(2) Group 2-B. Your establishment 
belongs to Group 2-B if, during the base 
period^of April 4-10, 1943, your legally 
established ceiling prices for beverages 
subject to this Order were the same as, or 
more than, the prices listed in Appendix 
A hereof for Group 2-B establishments, 
but were less than those provided in Ap¬ 
pendix A for Group 1-B establishments. 

(3) Group 3-B. Your establishment 
belongs to Group 3-B if, during the base 
period of April 4-10, 1943, your legally 
established ceiling prices for beverages 
subject to this Order were less than the 
prices listed in Appendix A hereof for 
Group 2-B establishments. All estab¬ 
lishments not in operation during the 
base period of April 4-10, 1943, and all 
establishments which began operating 
after the effective date of this Order also 
belong to Group 3-B. 

(c) If your eating or drinking estab¬ 
lishment was not in operation during the 
base period of April 4-10, 1943, but was 
in operation prior to the effective date of 
this Order, and, if the nearest similar 
eating or drinking establishment of the 
same type is one which is properly classi¬ 
fied in Group 1-B or Group 2-B, you may, 
but not later than the first day of Octo¬ 
ber, 1944, file an application with the 
Montgomery District Office of the Office 
of Price Administration, requesting that 
your establishment be reclassified into 
the same group to which its nearest simi¬ 
lar eating or drinking establishment of 
the same type belongs. Until your appli¬ 
cation is acted upon, and unless your 
establishment is reclassified, it must re¬ 
tain the classification of a Group 3-B 
seller, and* must observe the ceiling 
prices as provided for that group in the 
appendices hereof. All such applications 
for reclassification must contain the fol¬ 
lowing information: 

(1) Name and address of the estab¬ 
lishment and of its owner or owners. 

(2) A description of the establishment 
showing its type (such as night club, 
hotel, restaurant, tavern) and the date 
It began operating. 

(3) The selling prices by brand name 
of all beverages sold since the beginning 
of its operation. 

(4) The names of the three nearest 
eating and drinking establishments of 
the same type, and their group number 
as determined un3er this order. 

(5) Any other information pertinent 
to such application or which may be re¬ 
quested by the Office of Price Adminis¬ 
tration. 

(d) If your eating and drinking estab¬ 
lishment begins operation after the effec¬ 
tive date of this order, you are classified 
as a Group 3 seller and may not sell or 
offer for sale beverages subject to this 
Order at prices higher than those set 
forth for Group 3-B sellers in the ap¬ 
pendices hereof. However, if your near¬ 
est eating and drinking establishment 
of the same type is one which is properly 
classified as a Group 1-B or Group 2-B 
seller, you may, within and not later 
than 30 days from the time you begin 
operating, file an application with the 
Montgomery District Office, requesting 
that your establishment be reclassified 


into the same group in which its nearest 
eating and drinking establishment of 
the same type belongs. Until your ap¬ 
plication is acted upon and unless your 
establishment is reclassified, it must re¬ 
tain the classification of Group 3-B and 
must observe the ceiling prices as pro¬ 
vided for that group in the appendices 
hereof. All such applications for reclas¬ 
sification must contain the same in¬ 
formation required by paragraph (c) of 
this section. 

(e) After you have figured your proper 
group number under this section and 
have filed the required statement with 
your War Price and Rationing Board as 
provided in section 5, you may not 
change your group classification except 
as otherwise provided by this order. 

Sec. 5. Filing with War Price and Ra¬ 
tioning Board, (a) When you have fig¬ 
ured your proper group under Section 4 
above, you must, on or before August 10, 
1944, file with your War Price and Ra¬ 
tioning Board a signed-statement with 
the name and address of your establish¬ 
ment, its type (such as night club, hotel, 
restaurant, tavern) and the group to 
which it belongs. Thereupon the War 
Price and Rationing Board will send you 
a card bearing your group number. If 
you begin operating your establishment 
after the effective date of this order, you 
must likewise file said signed statement 
in this manner as soon as you begin 
operating. 

(b) If you are now in operation and 
have not filed the signed statement 
showing the group number to which you 
beloflg as provided in paragraph (a) 
above, you must do so immediately. If 
you have failed to file said signed state¬ 
ment as herein required, you are hereby 
classified as a Group 3-R seller and you 
may not sell or offer for sale any bever¬ 
age subject to this order at prices higher 
than the applicable ceiling prices listed 
for Group 3-B sellers in the appendices 
hereof. Failure to file said signed state¬ 
ment as herein provided is a violation 
of this order and also subjects you to the 
other penalties herein provided. 

Sec. 6. Modification of prices. After 
you have determined your group and 
have put into effect the ceiling prices 
provided in this order for that group, 
the Office of Price Administration Dis¬ 
trict Director for the District in which 
your establishment is located may di¬ 
rect you to charge lower ceding prices. 

(a) If, on the basis of your April 4-10, 
1943 legal ceiling prices, this order, 
properly applied, requires you to be 
placed into a group with lower ceiling 
prices. 

(b) If, as a result of speculative, un¬ 
warranted, or abnormal increases, con¬ 
trary to the purpose of the Emergency 
Price Control Act, as Amended, your 
legal ceiling prices on April 4-10, 1943 
were excessive in relation to the legal 
ceiling prices of other comparable estafi- 
lishments in the District. 

Sec. 7. Exempt sales. The following 
sales are exempt from the operation of 
this order. However, unless they are 
otherwise exempt from price control, 
they shall remain subject to the appro- 
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priate maximum price regulation or 
order: 

(a) Sales by persons on board common 
carriers (when operated as such) includ¬ 
ing railroad dining cars, club cars, bar 
cars, and buffet cars, or sales otherwise 
governed by Restaurant Maximum Price 
Regulation 1 (Dining Car Regulation). 

(b) Sales by public and private hos¬ 
pitals insofar as they serve to patients. 

(c) Sales by eating cooperatives 
formed by members of the Armed Forces 
(as for example, officers’ mess) operated 
as a non-profit cooperative (where no 
part of the net earnings inures to the 
benefit of any individual) which sells 
food items or meals on a cost basis (or as 
near thereto as reasonable accounting 
methods will permit), and substantially 
all sales of which are made to members 
of the Armed Forces who are members of 
the cooperative. 

(d) Sales where the beverages subject 
to this order are included in, and sold as 
part of, a meal and where the price of 
such beverage is included in the price of 
the meal. (Such sales remain under 
Restaurant Maximum Price Regulation 
2 .) 

(e) Sales by the War Department or 
the Department of Navy of the United 
States through such Departments’ sales 
stores, including commissaries, ships’ 
stores ashore, and by stores operated as 
army canteens, post exchanges, or ships’ 
activities. 

(f) Bona fide private clubs insofar as 
such clubs sell only to members or bona 
fide guests of members. Whenever such 
clubs sell to persons other than members 
or bona fide guests of members, such 
clubs shall be considered for all sales an 
eating or drinking establishment and 
subject to this order. No club shall be 
considered to be exempt as a* private 
club, within the meaning of tills sub- 
paragraph, unless such club is a non¬ 
profit organization and is recognized as 
such by the Bureau of Internal Revenue 
and unless its members pay dues (more 
than merely nominal in amount), are 
elected to membership by a governing 
board, membership committee or other 
body, and unless it is otherwise operated 
as a private club . 

No club organized after the effective 
date of this order shall be exempt un¬ 
less and until it has filed a request for 
exemption with the District Office of the 
Office of Price Administration of the area 
in which it is located, furnishing such 
information as may be required, and has 
received a communication from such of¬ 
fice authorizing exemption as a private 
club. 

Sec. 8. Evasion. If you are an opera¬ 
tor of an eating or drinking establish¬ 
ment you must not evade the ceiling 
prices established by this order by any 
type of scheme or device; among other 
things (this is not an attempt to list all 
evasive practices) you must not: 

(a) Institute any cover, minimum, 
bread and butter, service, corkage, en¬ 
tertainment, checkroom, parking or 
other special charges which you did have 
in effect on any corresponding day dur¬ 
ing the seven-day period from April 4-10, 
1943, or 








7072 


FEDERAL REGISTER, Wednesday, June 13, 1945 


(b) Increase any cover, minimum, 
bread and butter, service, corkage, enter¬ 
tainment. checkroom, parking or other 
special charges which you did have in 
effect on any corresponding day during 
the seven-day period from April 4-10, 
1943. or 

(c) Require as a condition of sale of 
a beverage the purchase of other items 
or meals, except that during the hours 
from 11:30 A. M. to 1:30 P. M. and the 
hours from 6:00 P. M. to 8:00 P. M.. any 
eating or drinking establishment which 
derives not less than 70% of its gross 
revenue from the sales of prepared food 
items (not including beverage items) sold 
for consumption on the premises may 
refuse to sell beverages subject to this 
order for consumption on the premises 
during those hours to persons who do not 
also purchase food items. 

Sec. 9. Records and menus. If you 
are an operator of an eating or drinking 
establishment subject to this order you 
must observe the requirements of Gen¬ 
eral Order 50, as well as Restaurant Max¬ 
imum Price Regulation No. 2, either as 
revised and amended or as may be re¬ 
vised and amended, with reference to 
the filing and keeping of menus and the 
preservation and keeping of customary 
and future records. Among other pro¬ 
visions of General Order 50, are the fol¬ 
lowing: 

(a) Preserve all existing records re¬ 
lating to prices, cost and sales of food 
items, meals and beverages; 

(b) Continue to prepare and maintain 
such records as have been ordinarily 
kept; 

(c) Keep for examination by the Of¬ 
fice of Price Administration two copies 
of each menu used by the establishment 
each day. or a daily record in duplicate 
of the prices charged for food items, bev¬ 
erages and meals. If the establishment 
has customarily used menus, it must con¬ 
tinue to do so. 

Sec. 10. Posting of voices, (a) If you 
own or operate an eating or drinking es¬ 
tablishment offering malt beverages sub¬ 
ject to this order you must comply with 
the provisions of Order No. 2. issued un¬ 
der Restaurant Maximum Price Regula¬ 
tion 2 on March 10, 1945, and effective 
the same date, either as heretofore or 
hereafter revised and amended, which 
order provides in part that you must on 
or before April 16.1945, show on a poster 
to be supplied by the Office of Price Ad¬ 
ministration, your lawful ceiling prices 
for all beer and other malt beverages 
which you offer for consumption on your 
premises. 

(b) If you begin operating your estab¬ 
lishment after April 16, 1945, you must 
obtain the price poster applicable to your 
establishment from your Local War Price 
and Rationing Board and post same im¬ 
mediately. 

(c) No establishment which fails to 
comply with the posting requirements of 
Order No. 2 issued under Restaurant 
Maximum Price Regulation No. 2 on 
March 10, 1945, and effective the same 
date, either as heretofore or hereafter 
revised and amended, may sell any bev¬ 


erage subject to this order at higher 
prices than the prices provided for 
Group 3-B sellers as set forth in the ap¬ 
pendices hereof during such time as such 
establishment is not in compliance with 
said order. 

Sec. 11. Posting of group number, (a T 
If you operate an eating or drinking es¬ 
tablishment selling at retail beverages 
subject to this order you must post, and 
keep posted, in the premises a card or 
cards clearly visible to all purchasers 
showing the group number of your es¬ 
tablishment as classified under this order. 
The card must read “OPA 1 B”. “OPA 
2 B”, or “OPA 3 B’\ whichever is ap¬ 
plicable. You may use the card or 
cards furnished you for this purpose by 
the War Price and Rationing Board. 

<b) No establishment which fails to 
comply with the posting requirements of 
this section may sell any beverage sub¬ 
ject to this order at a higher price than 
provided for Group 3 sellers in the ap¬ 
pendices hereof during such time as such 
establishment is not in compliance with 
this section. 

Sec. 12. Receipts and sales slips. Re¬ 
gardless of whether or not receipts have 
customarily been issued, upon request by 
any customer at the time of payment, a 
receipt containing a full description of 
the beverage sold and the price of same 
must be Issued. Such receipts must show 
the date of issue and bear the signature 
of the person issuing same. If you have 
customarily issued receipts or sales slips, 
you may not now discontinue the prac¬ 
tice. « 

Sec. 13. Operation of several places. 
If you own or operate more than one 
place selling beverages subject to this 
order, you must do everything required 
by this regulation for each place sep¬ 
arately. 

Sec, 14. Enforcement . If you violate 
any provision of this regulation you are 
subject to the criminal penalties, civil 
enforcement actions, suits for treble 
damages and proceedings for suspensions 
of licenses, provided for by the Emer¬ 
gency Price Control Act of 1942, as 
amended. 

Sec. 15. Licensing. The provisions of 
Licensing Order No. 1 licensing all per¬ 
sons who make sales under price control, 
are applicable to all sellers subject to 
this order. If you are a seller subject to 
this order your license may be suspended 
for violation of the license or of the 
order. If your license is suspended you 
may not, during the period of suspension, 
make any sale for which your license has 
been suspended. 

Sec. 16. Relation to other maximum 
price regulations. This order supersedes 
the provisions of Maximum Price Regu¬ 
lation No. 259 and the General Maxi¬ 
mum Price Regulation insofar as such 
provisions were applicable to sales at re¬ 
tail by eating and drinking establish¬ 
ments of beverages subject to this order. 
Sales of beverages subject to this order 
when sold as part of a meal and when 
the price of same is included in the price 
of the meal remain subject to the pro¬ 


visions of Restaurant Maximum Price 
Regulation 2. 

Sec. 17. Definitions, (a) “Malt bev¬ 
erage” is any malt beverage produced 
either within or without the continental 
United States, and includes those Com¬ 
monly designated as beer, lager beer, 
ale, porter and stout. 

(b) “Cereal beverage” is any beverage 
produced from cereals either within or 
without the Continental United States 
and commonly known as “near-beer”. 

(c) “On draught” means dispensed by 
a seller at retail from any container of 
Yb barrel or larger size. 

(d) “Person” includes an individual, 
corporation, partnership, association, or 
any other organized group of persons, or 
legal successor or representative of any 
of the foregoing, and includes the United 
States or any agency thereof, or any 
other government, or any of its political 
subdivisions, or any agency of any of the 
foregoing. 

(e) “Sell and sale” include the service 
of beer for a consideration, with a license 
to consume on the premises. 

(f) “Eating or drinking establish¬ 
ments” means any place in which meals, 
food items or beverages are sold and 
served primarily for consumption on or 
about the premises. The term includes 
but is not limited to restaurants, hotels, 
cafes, cafeterias, delicatessens, soda 
fountains, boarding houses, catering es¬ 
tablishments, athletic stadiums, field 
kitchens, lunch wagons, hot dog carts. 

(g) “Other definitions”. Unless the 
context otherwise requires, the defini¬ 
tions set forth in section 302 of the 
Emergency Price Control Act of 1942, as 
amended, and in § 1499.20 of the General 
Maximum Price Regulation, shall apply 
to the other terms used herein. 

(h) “On-premises Sales” means those 
sales made for consumption by the cus¬ 
tomers either in, on, or about the prem¬ 
ises of the seller, or in the immediate 
vicinity thereof, and includes curb service 
sales, and sales made to customers served 
in automobiles located on or about the 
premises of the seller. 

Sec. 18. Transfers of busiriess or stock 
in trade. If the business assets, or stock 
in trade of any establishment are here¬ 
after sold or otherwise transferred, or 
have been sold or transferred subsequent 
to April 10, 1943, and the transferee car¬ 
ries on the business or continues to sell 
malt beverages covered by this order in 
the same location, the maximum prices 
of the transferee shall be the same as 
those to which its transferor would have 
been subject if no such transfer had 
taken place, and its obligations to keep 
records sufficient to verify such prices 
shall be the same. The transferor shall 
either preserve and make available or 
turn over to the transferee all records of 
transactions prior to the transfer which 
are necessary to enable the transferee to 
comply with the record-keeping require¬ 
ments of this order. If there is a lapse 
of business operations in connection with 
such a transfer fora period of sixty days, 
selling prices shall be determined as pro¬ 
vided iff Section 4 for a new seller. 
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Sec. 19. Changes in location. If any 
establishment is hereafter moved to a 
new location, the establishment shall be 
considered a new seller under this order 
and shall determine its ceiling prices un¬ 
der the provisions of Section 4. 

Sec. 20. Petitions for amendment. 
Any person dissatisfied with any of the 
provisions of this order may request the 
Office of Price Administration to amend 
the order. Such petition for amendment 
must be filed in pursuance of the pro¬ 
visions of Revised Procedural Regula¬ 
tion No. 1, except that the petition for 
amendment shall be directed to, filed 
with, and acted upon, by the District 
Director of the Montgomery District 
Office. 

Sec. 21. Revocation and amendment. 
This order may be revoked, amended, or 
corrected at any time. 

Seb. 22. Effective date. This 2d Re¬ 
vised Order G-l shall become effective 
June 18, 1945. 

Note: The reporting and record keeping 
requirements of this order have been ap¬ 
proved by the Bureau of the Budget and in 
accordance with the Federal Reports Act of 
1942. 

(56 Stat, 23, 765; 57 Slat. 566, Pub. 
Law 383, 78th Cong., E.O. 9250, 7 F.R. 
7871, E.O. 9328, 8 F.R. 4681; G.O. 50, 
8 F.R. 4808) 

Issued at Montgomery, Alabama, this 
1st day of June 1945. 

A. H. Collins, 
District Director. 


Appendix A 


Brand or trade namo 

Maximum 
price per 
bottle 

12- 

ounce 

32- 

ounce 

Group J-E 



Beer: 

Cents 

Cents 

Barbarossa Boer. 

25 

45 

Blatz Pilsner Beer. 

25 

45 

Budweiser.... 

25 

45 

Burger Brau Boer. 

25 

4ft 

Canadian Ace Beer. 

25 

4ft 

Khrets Extra. 

25 

45 

Downs Arf and Arf. 

25 

45 

Frederick's 4-Crown Special. 

25 

45 

Lambic Beer... 

25 

54 

Pabst Blue Ribbon Baer... 

25 

45 

Pioneer Victory Beer... 

25 

45 

Schiitz....1. 

25 

45 

Ale: 


Canadian Ace Ale. 

25 

45 

Carling's Red Cap Ale.. 

25 

45 

Red Top Ale. 

25 

45 

Spearman English Ale. 

25 

45 

Imported bger: 

Corona Beer (11-ounce bottle)—$0.35 per 
bottle. * 

Other brands: 

All other brands of domestic or imported 



beer and ole sold in 12-ounc© and 32- 

% 


ounce bottles and not listed above (in¬ 



cluding unlabclcd beer and ale). 

All other brands of domestic or imported 

20 

40 

beer and tile sold in bott les smaller than 
12-ounce (including unlabeled beer and 
ale)—$0.10 per bottle. 




These sellers who have qualified with the 
proper state authorities to operate as cabarets 
and who are required to pay a Federal Ex¬ 
cise Tax as cabarets may add same to above 
prices, if such tax is separately stated and 
collected. 

No other tax applicable to the area covered 
by this Order may be added to the above 
prices. 


Brand or trade name 

Maximum 
price per 
* bottle 

12- 

ounoe 

32- 

ounce 

Group t-E 

Beer: 

Barbarossa Beer. 

Cents 

20 

Cents 

40 

Blatz Pilsner.......... 

20 

40 

Budweiser...... 

20 

40 

Burger Brau Beer. 

20 

* 40 

Canadian Ace Beer. 

20 

40 

Downs Arf and Arf. 

20 

40 

Ehrct’s Extra ___ 

20 

40 

Frederick's 4-Crown Special. 

20 

40 

Lambic Beer.. 

20 

40 

Pabst Blue Ribbon Beer......_..... 

20 

40 

Pioneer Victory Beer.... 

20 

40 

Schiitz Beer...'. 

20 

40 

Imported beer: 

Corona Beer (11-ounce bottle)—$0.30 per 
bottle. . 

Ale: 

Canadian Ace Ale .... 

Carling’s Red Cap Ale_ 

20 

20 

/ 40 

40 

Red Top A!o....... 

20 

4(1 

Spearman English Ale.... 

20 

40 

Other brands: 

A11 other brands of domestic or imported 
beer and ale sold in 12-ounce and 32- 
ounce bottles, not listed above and not 
listed in appendix B hereof (including 
unlabeled beer and ale).. 

15 

35 

All other brands of domestic or imported 
beer and ale sold in bottles smaller than 
12*ounce not listed above and not listed 
in appendix B hereof (including un- 
labeled beer and ale)—$0.09 per hot tie. 



Those sellers who have qualified with the 
proper state authorities to operate as caba¬ 
rets and who are required to pay a Federal 
Excise Tax aa cabarets may add same to above 
prices, if such tax is separately stated and 
collected. 

No other tax applicable to the area covered 
by this order may be added to the above 
prices. 
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Brand or trade namo 

Maximum 
price per 
bottle 

12- 

ounce 

32- 

ounco 

Group S'B 

Beer: 

Barbarossa Beer....___ 

Cents 

18 

Cents 

35 

Blatz Pinner Bi'cr __ 

18 

3o 

Budweiser __........_... 

18 

35 

Burger Brau Beer...._.............. 

18 

35 

Canadian Are Beer_ 

18 

35 

Downs Arf and Arf..............._... 

18 

35 

Ehrot’s Extra . . _.. 

18 

35 

Frederick's 4-Crown Special_ 

18 

35 

Lambic Beer . ... 

18 

35 

Pabst Bine Ribbon Beer__ 

18 

35 

Pioneer Victory Beer_,____.... 

18 

35 

Schlitz Beer..1.. 

Imported beer: 

Corona (il-oz. bottle)—$0.25 per bottle. 

18 

35 

Ale: 

Canadian Are Ale __ 

18 

35 

Carling's Rod Cap Ale.... 

18 

35 

Rnd Top Ale _ 

18 

35 

Spearman English Ale.....___.... 

18 

35 

Other brands: 

All other brands of domestic or imported 
beer and ale sold in 12-ounce and 32- 
ounce bottles, not listed above and not 
listed in appendix B hereof (including 
un labeled beer and ale)_____ 

13 

30 

All other brands of domestic or imported 
beer and ale sold in bottles smaller 
than 12-ounce not listed above and not 
listed in appendix B hereof (iududing 
uulatelod beer and ale)—$0.(# per bottle. 



Those sellers who have qualified with the 
proper state authorities to operate as caba¬ 
rets and who are required to pay a Federal 
Excise Tax as cabarets may add same to above 
prices, If such tax Is separately stated and 
collected. 

No other tax applicable to the area covered 
by this order may be added to the above 
prices. 


Appendix B 

This Appendix B fixes maximum prices for 
all groups of sellers on certain so-called “In¬ 
termediate priced” beers and ales. A seller 
may not establish his group on the basis of 
the prices listed in Appendix B, but must 
determine hip group classification on the 
basis of the prices listed for other brands 
covered by Appendix A. 


Maximum prices for 
groups 


Brand or trade namo 

-\— 

Group 

l-B 

Group 

2-B 

Group 

3-D 


12- 

oz. 

32- 

oz. 

12- 

oz. 

32- 

oz. 

12- 

oz. 

32- 

oz. 


ct. 

Ct. 

Ct. 

Ct. 

Ct. 

Ct. 

Doerschuck Beer. 

20 

40 

18 

36 

16 

32 

Dorquest Beer. 

20 

40 

18 

30 

10 

32 

Goebel Gold Label (19-ox.). 
Goebel Gold Label, bantam 

2U 

40 

18* 

30 

10 

32 

size (7-ox.). 

12 

a 

0 

0 

9 

Golden Glow. 

20 

40 

18 

36 

10 

32 

Gold Medal Tivoli. 

20 

40 

18 

30 

10 

32 

Lang’s Beer. 

20 

40 

18 

36 

10 

32 

Lion Beer. 

20 

40 

18 

30 

10 

32 


Those sellers who have qualified with the 
proper state authorities to operate as cab¬ 
arets and who are required to pay a Federal 
Excise Tax as cabarets may add same to above 
prices if such tax is separately stated and 
collected. 

No other tax applicable to the area covered 
by this order may be added to the above 
prices. 

[F. R. Doc. 45-10172; Filed, June II, 1945; 

1:14 p. m.J 


WAR MANPOWER COMMISSION. 

Bridgeport, Conn., Area 

EMPLOYMENT STABILIZATION PROGRAM 

The following employment stabiliza¬ 
tion program for the Bridgeport Area is 
hereby prescribed, pursuant to § 907.3 
(g) of War Manpower Commission Reg¬ 
ulation No. 7, "Governing Employment 
Stabilization Programs”, effective August 

16. 1943 (8 F. R. 11338), 

Sec. 

1. Purpose. 

2. Definitions. 

3. Control of hiring and solicitation of 

workers. 

4. Authority and responsibilities of Man¬ 

agement-Labor Committee. 

5. General. 

6. Issuance of statements of availability 

by employers. 

7. Issuance of statements of availability by 

United States Employment Service. 

8. Referral in case of under-utilization. 

9. Workers who may be hired only upon re¬ 

ferral by the United States Employ¬ 
ment Service. 

10. Seniority. 

11. Hiring contrary to the plan. 

12. Exclusions. 

13. Appeals. 

14. Statements of availability. * 

15. Solicitation of workers. 

10. Hiring. 

17. Representation. 

18. General referral policies. 

19. Effective date. 

Section 1. Purpose. The purpose of 
this plan is to assist the War Manpower 
Commission in bringing about, by meas- 
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ures equitable to labor and management 
and necessary for the effective prosecu¬ 
tion of the war: 

(a) The elimination of wasteful labor 
turnover in essential activities. 

<b> The reduction of unnecessary la¬ 
bor migration. 

(c) The direction of flow of scarce la¬ 
bor where most needed in the war pro¬ 
gram. 

(d) The maximum utilization of man¬ 
power resources. 

Sec. 2. Definitions. As used in this 

Plan: .., 

(a) “The Bridgeport Area is the area 
comprised of the towns of Bridgeport, 
Milford, Stratford, Easton, Fairfield, 
Monroe and Trumbull. 

(b) “Agriculture" means those farm 
activities carried on by farm owners or 
tenants on farms in connection with the 
cultivation of the soil, the harvesting of 
crops, or the raising, feeding, or man¬ 
agement of livestock, bees and poultry, 
and shall not include any packing, can¬ 
ning, processing, transportation or mar¬ 
keting of articles produced on farms un¬ 
less performed or carried on as an in¬ 
cident to ordinary farming operations 
as distinguished from manufacturing or 
commercial operations. 

(c) “State" includes Alaska, Hawaii, 
and the District of Columbia. 

(d) “New employee" means any indi¬ 
vidual who has pot been in the employ¬ 
ment of the hiring employer at any time 
during the preceding 30-day period. For 
the purpose of this definition, employ¬ 
ment of less than seven days’ duration 
and employment which is supplemental 
to the employee’s principal work shall 
be disregarded. 

(e) ‘ “Critical occupation’ means any 
occupation designated as a critical oc¬ 
cupation by the Chairman of the War 
Manpower Commission. 

(f) “Additional controlled occupa¬ 
tion" means an occupation found by the 
Area Manpower Director for the Bridge¬ 
port Area with the approval of the Re¬ 
gional Director to be either, 

(1) One of a category of occupations 
in an activity in which manpower short¬ 
ages threaten critically needed produc¬ 
tion in such area, or 

(2) An occupation in which the de¬ 
mand for workers in the Area exceeds 
the available supply. 

A list of the “additional controlled oc¬ 
cupations" designated by the Area Man¬ 
power Director is attached to this pro¬ 
gram as Appendix A and may be amended 
from time to time by the Area Manpower 
Director with the approval of the Re¬ 
gional Director. 

(g) “Essential activity" means any ac¬ 
tivity included in the War Manpower 
Commission List of Essential Activities. 
(10 F.R. 4846) 

(h) “Locally needed activity" means 
any -activity approved by the Regional 
Manpower Director as a locally needed 
activity. 

(i) The terms “employment" and 
“work" as applied to an individual en¬ 
gaged in principal and supplementary 
employment mean his principal employ¬ 
ment. 

Sec. 3. Control of hiring and solicita¬ 
tion of workers. All hiring and solicita¬ 


tion of workers in, or for work in, the 
Bridgeport Area shall be conducted in 
accordance with this employment stabili¬ 
zation program. “All hiring and solici¬ 
tation of workers in or for work in the 
Bridgeport Area" as used in this section 
shall include hiring and solicitation, 
whether within or outside the Bridgeport 
Area, if the work is to be performed 
within the Area. 

Sec. 4. Authority and responsibilities 
of Management-Labor Committee. The 
Area Management-Labor War Man¬ 
power Committee for the Bridgeport 
Area is authorized to consider questions 
of policy, standards, and safeguards in 
connection with the administration of 
this employment stabilization program, 
and to make recommendations concern¬ 
ing the same to the Area War Manpower 
Director. It shall be the responsibility 
of this committee to hear and decide 
appeals or to delegate such responsibility 
to an Area Appeals Committee in accord¬ 
ance with regulations of the War Man¬ 
power Commission governing appeals. 

Sec. 5. General A new employee, who 
during the preceding 60-day period was 
engaged in an essential or locally needed 
activity, may be hired only if such hiring 
would aid in the effective prosecution of 
the war. Such hiring shall be deemed to 
aid in the effective prosecution of the war 
only if: 

(a) Such individual is hired for work 
in an essential or locally needed activity 
or for work to which he has been referred 
by the United States Employment Serv¬ 
ice, and 

<b) Such individual presents a state¬ 
ment of availability from his last em¬ 
ployment in an essential or locally 
needed activity, or is referred by the 
United States Employment Service of the 
War Manpower Commission, or is hired 
with its consent, as provided herein. 

Sec. 6. Issuance of statements of avail¬ 
ability by employers. An individual 
whose last employment is or was in an 
essential or locally needed activity shall 
receive a statement of availability from 
his employer if: 

(a) He has been discharged, or his 
employment has been otherwise termi¬ 
nated by his employer, or 

<b) He has been laid off for an in¬ 
definite period, or for a period of seven 
or more days, or 

(c) Continuance in his employment 
would involve undue hardship, or 

(d) Such employment is or was at a 
wage or salary or under working condi¬ 
tions below standards established by 
State or Federal law or regulation, or 

(e) Such employment is or was at a 
wage salary below a level established or 
approved by the National War Labor 
Board (or other agency authorized to ad¬ 
just wages or approve adjustments 
thereof) as warranting adjustment, and 
the employer has failed to adjust the 
wage in accordance with such level or 
to apply to the appropriate agency for 
such adjustment or approval thereof. 

Sec. 7. Issuances of statements of 
availability by United States Employ¬ 
ment Service, (a) A statement of avail¬ 
ability shall be issued promptly to an 


individual when any of the circumstances 
set forth in Section VI is found to exist 
in his case. If the employer fails or re¬ 
fuses to issue a statement of availability 
to an individual entitled to such state¬ 
ment, the United States Employment 
Service of the War Manpower Commis¬ 
sion, upon finding that the individual is 
entitled thereto, shall issue a statement 
of availability to the individual. 

(b) A statement of availability shall 
be issued by the United States Employ¬ 
ment Service to any individual in the 
employ of an employer who the War 
Manpower Commission finds, after ho- 
tice, hearing and final decision, has not 
complied with any War Manpower Com¬ 
mission employment stabilization pro¬ 
gram, regulation or policy, and for so 
long as such employer continues his non- 
compliance after such finding. 

Sec. 8. Referral in case of under-uti¬ 
lization. If an individual is employed at 
less than full time or at a job which does 
not utilize his highest recognized skill 
for which there is a need to the war ef¬ 
fort, the United States Employment 
Service may, upon his request, refer him 
to other available employment in which 
it finds that the individual will be more 
fully utilized In the war effort. 

Sec. 9. Workers who may be hired 
only upon referral by the United States 
Employment Service. Under the circum¬ 
stances set forth below, a new employee 
may not be hired solely upon presenta¬ 
tion of a statement of availability, but 
may be hired only upon referral by, or 
in accordance with arrangements with, 
the United States Employment Service: 

(a) The new employee is to be hired 
for work in a critical occupation, or his 
statement of availability indicates that 
his last employment was in a critical 
occupation, or 

(b) The new employee is to be hired 
for work in an additional controlled oc¬ 
cupation (see Appendix A> or his state¬ 
ment of availability indicates that his 
last employment was in such an occupa¬ 
tion. or 

(c) The new employee has not lived 
or worked in the locality of the new em¬ 
ployment throughout the preceding 30- 
day period (in such cases the local office 
of the United States Employment Serv¬ 
ice shall require that the worker obtain 
a statement of availability from the local 
office of the United States Employment 
Service, serving the locality where such 
worker was most recently employed, ex¬ 
cept that the latter local office may dele¬ 
gate authority to Issue a statement of 
availability to such a worker in a spe¬ 
cific case to th£ office where the referral 
is to be made), or 

(d) The new employee’s last regular 
employment was in agriculture and he 
is to be hired for non -agricultural work, 
-provided that no such individual shall 
be referred to non-agricultural work ex¬ 
cept after consultation with a desig¬ 
nated representative of the War Food 
Administration, and provided further 
that such an individual may be hired 
for non-agricultural work for a period 
of not to exceed six weeks without re¬ 
ferral or presentation of a statement of 

* availability. 
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Sec. 10. Seniority. Workers referred 
or transferred with statements of avail¬ 
ability under the terms of this Employ¬ 
ment Stabilization Program shall, to the 
maximum extent possible, consistent 
with existing contractual relations be¬ 
tween the employer and the employee: 

Preserve and accrue their seniority 
rights with their home employer in the 
same manner and with the same qualifi¬ 
cations provided either by union agree¬ 
ment or by plant custom. 

The United States Employment Serv¬ 
ice shall, upon the request of an indi¬ 
vidual, refer him to a former employer 
when it is found that he has received 
from such employer with whom he has 
re-employment rights under an existing 
collective bargaining agreement, a no¬ 
tice that he must return to his former 
employment in order to preserve his 
seniority status. 

Sec. 11. Hiring contrary to the plan. 
An employer shall, upon written request 
of the United States Employnfent Serv¬ 
ice. promptly release from employment 
any worker hired in violation of this 
program. 

Sec. 12. Exclusions. No provision of 
this employment stabilization program 
shall be applicable to: 

(a) The hiring of a new employee for 
agricultural employment, or 

(b) The hiring of a new employee for 
work of less than seven days* duration, 
or for work which is supplementary to 
the employee’s principal work; but such 
work shall not constitute the individ¬ 
ual’s “last employment” for the purpose 
of this program, unless the employee is 
customarily engaged in work of less than 
seven days’ duration, or 

(c) The hiring of an employee in any 
territory or possession of the United 
States, except Alaska and Hawaii, or 

<d) The hiring by a foreign, state, 
county, or municipal government, or 
their political' subdivisions or their 
agencies and instrumentalities, or to the 
hiring of any of their employees, unless 
such foreign, state, county, or municipal 
government or political subdivision or 
agency or instrumentality has indicated 
its willingness to conform, to the maxi¬ 
mum extent practicable under the Con¬ 
stitution and laws applicable to it, with 
the program, or 

(e) The hiring of a new employee for 
domestic service, or to the hiring of a 
new employee whose last regular em¬ 
ployment was in domestic service, or 

(f) The hiring of a school teacher for 
vacation employment or the rehiring of 
a school teacher for teaching at the 
termination of the vacation period. 

Sec. 13. Appeals . Any worker or em¬ 
ployer may appeal from any act or fail¬ 
ure to act by the War Manpower 
Commission under this employment 
stabilization program in accordance with 
regulations and procedures of the War 
Manpower Commission. 

Sec. 14. Statements of availability. A 
statement of availability issued to an 
individual pursuant to this program shall 
contain only the individual’s name, ad¬ 
dress, social security account number, if 
any, the name and address of the issuing 


employer, or War Manpower Commis¬ 
sion officer and office, the date of is¬ 
suance, a statement as to whether or not 
the individual’s last employment was in 
a critical occupation, or in an additional 
controlled occupation, and such other 
information not prejudicial to the em¬ 
ployee in seeking new employment as 
may be authorized or required by the 
War Manpower Commission. 

Statements of availability received by 
any employer pursuant to this program 
shall be retained during the continuance 
of this program and for a reasonable 
time thereafter. They shall be made ac¬ 
cessible to the Area Manpower Director 
or his representative upon request. 

Sec. 15. Solicitation of workers . No 
employer shall advertise or otherwise so¬ 
licit for the purpose of hiring any indi¬ 
vidual if the hiring of such an individual 
would be subject to restrictions under 
this employment stabilization program, 
except in a manner consistent with such 
restrictions. • 

Sec. 16. Hiring . The decision to hire 
or refer a worker shall be based on quali¬ 
fications essential for performance of or 
suitability for the job, and shall be made 
without discrimination as to race, color, 
creed, sex, national origin, or except as 
required by law, citizenship. The Federal 
Government shall be considered as a 
single essential employer for the purpose 
of this program, and all hiring for de¬ 
partments and agencies of the Federal 
Government'subject to Civil Service Act. 
rules and regulations, shall be conducted 
by the United States Civil Service Com¬ 
mission which shall\recruit in accord¬ 
ance with the policies of the War Man¬ 
power Commission. 

Sec. 17. Representation. Nothing con¬ 
tained in this program shall be con¬ 
strued to restrict any individual from 
seeking the advice and aid of, or from 
being represented by, the labor organ¬ 
ization of which he is a member or any 
other representative freely chosen by 
him, at any step in the operation of the 
program. 

Sec. 18. General referral policies. No 
provision in this program shall limit the 
authority of the United States Employ¬ 
ment Service or any other governmental 
agency designated by the War Manpower 
Commission to make referrals in accord¬ 
ance with approved policies and instruc¬ 
tions of the War Manpower Commission. 

Sec. 19. Effective date. This program 
shall become effective March 1,1944, and 
is substitution for and supersedes the em¬ 
ployment stabilization plan in effect prior 
to such date. It shall, subject to such 
amendments as the War Manpower Com¬ 
mission may promulgate, continued in 
effect for six months following the ter¬ 
mination of the war, unless sooner ter¬ 
minated by the War Manpower Commis¬ 
sion. 

Dated: November 8, 1944. 

Le Roy D. Downs, 
Area Director . 

Approved: May 18, 1945. 

Arthur C. Gernes, 

Regional Director . 


Appendix A— Additional Controlled 
Occupations 

The following have been designated by the 
Area Manpower Director for the Bridgeport 
Area, with the approval of the Regional Di¬ 
rector, as additional controlled occupations. 
Armature winders. 

Assemblers—Machine. 

Automatic screw machine operators. 
Automobile mechanics. 

Brass casters. • 

Brass mould men. 

Bus drivers. 

Coil winders. 

Engineer—Industrial. 

Forgers—Drop hammer operators. 
Grinder-operators. 

Lathe operators. 

Milling machine operators. 

Motor testers—Electric. 

Turret lathe operators. 

Welders. 

IF. R. Doc. 45-10173; Filed, June 11, 1945; 
1:28 p. m.J 


[Arndt. 11 

Bridgeport, Conn., Area 

EMPLOYMENT STABILIZATION PROGRAM 

The employment stabilization program 
for the Bridgeport Area, effective March 
1,1944, is hereby amended as follows: 

By adding the following new subpara¬ 
graph to section 9: 

(e) The new employee is a male 
worker. / 

Dated: June 5,1944. 

Le Roy D. Downs, 
Area Director. 

Approved: May 18, 1945. 

Arthur C. Gernes, 

Regional Director . 

[F. R. Doc. 45-10174; Filed, June 11, 1945; 
1:28 p. m.J 


[Arndt. 21 

Bridgeport, Conn., Area 
employment stabilization program 

* 

The employment stabilization program 
for the Bridgeport Area, effective March 
1,1944, is hereby amended by an addition 
to section 16 as follows: 

The Area Manpower Director may fix 
for all or any establishments in the 
Bridgeport Area, fair and reasonable em¬ 
ployment ceilings and allowances, limit¬ 
ing the number of employees or other 
specified types of employees which such 
establishments may employ during speci¬ 
fied periods. Such ceilings and allow¬ 
ances will be determined on the basis of 
the establishment’s actual labor needs, 
the available labor supply, and/or the 
relative urgency of the establishment’s 
^products or services to the war effort. 
Except as authorized by the Area Man¬ 
power Director, no employer shall hire 
any new employee for work in such es¬ 
tablishment if the hiring of such em¬ 
ployee would result in such establish- 
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merit’s exceeding the employment ceiling 
or allowance currently applicable to it. 

Dated: August 14,-4944. 

Le Roy D. Downs, 

Area Director. 

Approved: May 18, 1945. 

Arthur C. Gernes, 

Regional Director . 

[F. R. Doc. 45-10175; Filed, June 11. 1946; 
1:28 p. m.J 


[Amdt. 3] 

Bridgeport, Conn., Area 

EMPLOYMENT STABILIZATION PROGRAM 

The employment stabilization pro¬ 
gram for the Bridgeport Area, effective 
March 1. 1944, is hereby amended as fol¬ 
lows: 

The following Standards of Referrals 
are herewith adopted as Appendix B: 

Appendix B— Standards of Referrals 

1. Use of priorities. The Manpower Pri¬ 
orities shall be distributed to all authorized 
referral agencies. These agencies shall be 
governed by these priorities in referring 
workers to employers. 

2. Standards governing referrals by the War 
Manpower Commission —(a) Order of referral. 

(1) Based on occupational qualifications a 
worker possessing skills for which there is 
a demand for the war effort shall be referred 
to Job openings for which he is qualified in 
order of their relative importance as set forth 
in paragraph 2, hereof, and. to the extent 
consistent with current and anticipated 
manpower needs, in the following order: 

(1) To Job openings in occupations using 
his highest skiU. 

(ii) To Job openings in occupations which 
require closely related skills. 

(ill) To other types of Job openings for 
which he may be qualified. 

(2) In integrating local and clearance or¬ 
ders for referral purposes at the local office 
level, they will be considered in the following 
six categories: 

Category 1. Inter-regional recruitment or¬ 
ders designated “AA”. 

Category 2. Inter-regional recruitment or¬ 
ders designated “A*’. 

Category 3. Local or lntra-regional clear¬ 
ance orders designated priority I and inter- 
* regional recruitment orders designated **B". 

Category 4. Local or intra-regional clear¬ 
ance orders designated Priority n and inter¬ 
regional recruitment orders designated "C‘\ 

Category 5. All other orders from essential 
or locally needed establishments. 

Category 6. Orders from less essential es¬ 
tablishments. 

All orders in each category will be consid¬ 
ered equal except in the case of category 3 
wherein local or intra-regional clearance or¬ 
ders designated IA will be offered to appli¬ 
cants ahead of inter-regional recruitment or¬ 
ders designated “B’\ and the latter ahead 
of all other priority I orders. 

(3) Any individual subject to priority re¬ 
ferral shall, except as provided below\ be of¬ 
fered successive Job opportunities on the 
basis of their relative urgency in the war 
effort, due consideration being given to the 
individual's occupational qualifications and 
his prior rate of pay or earnings, and ahtdl 
not be denied such successive Job offers ex¬ 
cept as authorized in Section 3 hereof. 

(i) Worker rq^y be referred to other than 
essential Jobs only when: 

(a) The worker is not needed by any es¬ 
sential Jobs in the area; 

(b) The worker is not able to accept es¬ 
sential Jobs outside the area; or 


(c) There is undue personal hardship or 
special emergency circumstances or other 
good cause which prevent the acceptance of 
an essential Job. 

(4) Upon determination by a Regional or 
Area Manpower Director, after consultation 
with the appropriate Management-Labor 
Committee, that the labor demands on an 
Area or Region cannot be met unless limita¬ 
tions are placed on the Jobs offered to a 
worker, limitations as to the Jobs which will 
be offered to a worker may be applied: Pro¬ 
vided, That: 

(i) No limitation shall be placed upon the 
number of Jobs of substantially equal or 
greater manpower urgency which may be 
offered; 

(II) No such limitations shall be applicable 
to a Job offer which the worker has good 
cause for refusing; and 

(III) The refusal of a worker, without good 
cause to accept referral shall not prejudice 
his right subsequently to be offered referral 
to which he would be entitled had the re¬ 
fusal not occurred. 

(5) In any case in which there are two 
or more Job openings of the same relative 
urgency for which the worker is equally 
qualified, be shall be entitled to a free choice 
of the Job opening to which he wishes to be 
referred. 

(b) Refusal of referral \oithout prejudice. 
(1) A worker may refuse a referral to a Job 
opening and continue to be eligible for fur¬ 
ther referral if: 

(1) The referral la not to a Job opening in 
an occupation which will use his highest 
skill, and such Job openings are available, or 
may be expected to become available within 
a reasonable period of time, in other priority 
or essential or locally needed activities. 

(ii) The referral is not a Job opening in 
an occupation which will use a closely re¬ 
lated skill, and such Job openings are avail¬ 
able, or may be expected to become available 
within a reasonable period of time, in other 
priority or essential or locally needed activi¬ 
ties. 

(iii) As a condition of accepting or con¬ 
tinuing in the offered employment, he would 
be required to Join, resign, from or refrain 
from Joining a labor organization. 

(iv) The wages or working conditions of 
the Job offered are below standards fixed by 
applicable law, or are not reasonably com¬ 
parable to those prevailing for similar em¬ 
ployment in similar establishments in the 
community. 

(v) The wage rate for the Job offered is 
less than the minimum of an applicable 
bracket fixed by the War Labor Board for the 
occupation and locality, or ,Js less than such 
amount as has been determined by the War 
Labor Board for the area or region, as neces¬ 
sary to avoid substandards of living. 

(vi) He can show that acceptance of the 
Job offered would involve for him an undue 
personal hardship. 

(2) If a worker refuses referral or refuses 
to accept a Job. which he may decline on one 
or more grounds set forth in paragraph 2, 
he shall be advised of his rights under the 
Manpower Program. 

(c) Unjustified refusal. If a worker re¬ 
fuses a referral on grounds other than those 
listed in paragraph 2. he shall not be referred 
to another opening until the Job he refused 
has been filled or withdrawn or another open¬ 
ing develops with equal or higher priority 
for which the applicant is qualified. 

(d) Reporting . Referral agencies shall 
render such reports as to the number of re¬ 
ferrals and hires made to priority establish¬ 
ments and referrals to non-priority estab¬ 
lishments as may be required by the State 
or Area Manpower Director. 

(1) Use of other organizations as referral 
agencies. The Regional Manpower Director, 
after consultation with State and Area Direc¬ 
tors, shall negotiate with the following Fed¬ 
eral agencies with a view to establishing their 
respective authority to act as approved re- 
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ferral agencies consistent with applicable 
national arrangements: 

(i) U. S. Civil Service Commission 

(ii) Railroad Retirement Board 

(ill) Recruitment and Manning Organiza¬ 
tion of the War Shipping Administration 

The Area Manpower Director shall negotiate 
with Labor Unions with a view of delegating 
to them authority to act as approved referral 
agencies under the applicable employment 
stabilization program: 

Authorization of any of these agencies to 
act as a referral agency shall be made only 
after written arrangements have been made 
with these organizations which are consistent 
with the standards set forth below. Any such 
arrangement may be withdrawn at the dis¬ 
cretion of the Area Director. 

Union Hiring Halls. Under the controlled 
referral plan and the basic referral policies 
outlined above, unions which have hiring 
arrangements with essential or locally 
needed employers who have a substantial 
number of workers at the time the con¬ 
trolled referral plan becomes effective may 
be granted the right to refer their own mem¬ 
bers to those employers In accordance with 
the following conditions: 

(1) In their referral activities the unions 
shall observe all of the Area Employment 
Stabilization Plan and all determinations 
with respect to manpower priorities. 

(2) Tire unions shall refer only those of 
their members who are entitled to referral 
under the program and in the order of 
priority set by the Area Manpower Director. 

(3) The union shall maintain records of 
its referrals and hires and shall permit re¬ 
view of these records by the WMC or shall 
supply information relating to its referral 
activities to the War Manpower Commission 
as may be required. 

Dated: August 14, 1944. 

LeRoy D. Downs, 

Area Director. 

Approved: May 18, 1945. 

Arthur C. Gernes, 

Regional Director. 

|F. R. Doc. 45-10176; Filed, June 11, 1945; 

1:29 p. m.) 


(Arndt. 1J 

Waterbury, Conn. Area 

EMPLOYMENT STABILIZATION PROGRAM 

The employment stabilization pro¬ 
gram for the Waterbury, Conn. Area, 
dated May 1, 1944, is hereby amended as 
follows: 

Effective June 1, 1945, paragraph (2) 
of section 5 is deleted and the following 
inserted: 

(2) No employer in the Waterbury 
Area shall hire any new employee who is 
a male worker except upon referral by 
or in accordance with arrangements 
with the United States Employment 
Service. No employer in the Waterbury 
Area shall hire without a Statement of 
Availability any new employee who is a 
female worker who has been employed 
in an essential industry within the pre¬ 
ceding 60 days. 

Dated: June 1, 1945. 

Mary M. Dewey, 

Area Director. 

Approved, May 22, 1945. 

Arthur C. Gernes, 

Regional Director . 

(F. R. Doc. 45-10177; Filed, June 11, 1945; 

1:29 p. m.J 
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Colorado ^ 

EMPLOYMENT STABILIZATION PROGRAM 

The following employment stabiliza¬ 
tion program for Colorado is hereby 
prescribed, pursuant to § 907.3 (g) of 
War Manpower Commission ^Regulation 
No. 7. “Governing Employment Stabiliza¬ 
tion Program/’ effective August 16, 1943 
(8 P.R. 11338). 

Sec. 

1. Purpose. 

2. Definitions. 

3. Control of hiring and solicitation of 

workers. 

4. Encouragement of local initiative and use 

of existing hiring channels. 

5. General. 

6. Issuance of statements of availability by 

employers. 

7. Issuance of statement of availability by 

United States Empolyment Service. 

8. Referral in case of under-utilization. 

9. Workers who may be hired only upon 

referral by the United States Employ¬ 
ment Service. 

10. Hiring of workers last employed in certain 

occupations in lumbering and mining, 
milling, smelting, and refining activ¬ 
ities. 

11. Employment ceilings. 

12. Release of workers hired contrary to pro¬ 

gram. 

13. Short term employment. 

14. Exclusions. 

15. Appeals. 

16. Content of statements of availability. 

17. Retention of statement of availability or 

referral card by employer. 

18. Solicitation of workers. 

19. Hiring and discharge. 

20. Continuance on Job. 

21. Representation. 

22. General referral policies. 

23. Enforcement of program. 

24. Collective bargaining agreements. 

25. Effective date. 

Appendix A: Occupations in lumbering and 
mining, milling, smelting, and refining activ¬ 
ities. 

Section 1. Purpose. The purpose of 
this employment stabilization program 
is to assist the War Manpower Commis¬ 
sion in bringing about, by measures 
equitable to labor and management and 
necessaryfor the effective prosecution of 
the war: 

(a) The elimination of wasteful labor 
turnover in essential activities, 
fb) The reduction of unnecessary labor 
migration, 

(c) The direction of the flow of labor 
where most needed in the war program, 

(d) The maximum utilization of man¬ 
power resources. 

Sec. 2. Definitions . For the purpose of 
the program: 

(a) “Agriculture” means those farm 
activities carried on by farm owners or 
tenants on farms in connection with the 
cultivation of the soil, the harvesting of 
crops, or the raising, feeding, or man¬ 
agement of livestock, bees and poultry, 
and shall not include any pmcking, can¬ 
ning, processing, transportation or mar¬ 
keting of articles produced on farms un¬ 
less performed or carried on as an inci¬ 
dent to ordinary farming operations as 
distinguished from manufacturing or 
commercial operations. 

(b) “State” includes Alaska, Hawaii, 
and the District of Columbia. 

No. in-6 


(c) “New employee” means any indi¬ 
vidual who has not been in the employ¬ 
ment of the hiring employer at any time 
during the preceding 30-day period. For 
the purpose of this definition, employ¬ 
ment of less than seven days' duration 
and employment which is supplemental 
to the employee's principal work shall be 
disregarded. 

(d) “Essential activity” means any ac¬ 
tivity included in the War Manpower 
Commission List of Essential Activities, 
(10 F.R. 4846) 

(e) “Locally needed activity” means 
any activity approved by the Regional 
Manpower Director as a locally needed 
activity. 

(f) The terms “employment” and 
“work” as applied to an individual en¬ 
gaged in principal and supplementary 
employment mean his principal employ¬ 
ment. 

(g) The term “discharge” includes re¬ 
fusal of an employer to reemploy a work¬ 
er in his former or a comparable posi¬ 
tion without prejudice. 

(h) An “employment ceiling” is the 
maximum number of employees or speci¬ 
fied types of employees which an estab¬ 
lishment may have in its employ during 
a specified period. 

(i) “Manpower Priority Committee” 
means a group of representatives of Fed¬ 
eral procurement services and other Fed¬ 
eral manpower claimant agencies who 
advise the State Manpower Director with 
respect to priorities, and employment 
ceilings. 

(j) “Priority referral” is a program 
which provides that employers in an area 
may hire male workers only from among 
those referred by the United States Em¬ 
ployment Service of the War Manpower 
Commission or in accordance with ar¬ 
rangements with the United States Em¬ 
ployment Service, so that workers may 
be referred to jobs in the order of the 
relative importance of those jobs to the 
war effort. 

Sec. 3. Control of hiring and solicita¬ 
tion of workers. All hiring and solicita¬ 
tion of workers ITl. or for work in, the 
State of Colorado shall be conducted in 
accordance with this Employment Sta¬ 
bilization Program. 

Sec. 4. Encouragement of local initia¬ 
tive and use of existing hiring channels . 
To the maximum degree consistent with 
this employment stabilization program 
and with its objectives, local initiative 
and cooperative efforts shall be encour¬ 
aged and utilized and maximum use made 
of existing hiring channels such as pri¬ 
vate employers, labor organizations, pro¬ 
fessional organizations, schools, colleges, 
technical institutions, and government 
agencies. 

Sec. 5. General. A new employee, who 
during the preceding 60-day period was 
engaged in an essential or locally needed 
activity, may be hired only if such hiring 
would aid in the effective prosecution of 
the war. Such hiring shall be deemed to 
aid in the effective prosecution of the war 
only if: 

(a) Such individual is hired for work 
in an essential or locally needed activity, 


or for work to which he has been re¬ 
ferred by the United States Employment 
Service, and 

(b) Such individual presents a state¬ 
ment of availability from his last em¬ 
ployment in an essential or locally 
needed activity, or is referred by the 
United States Employment Service of the 
War Manpower Commission, or is hired 
with its consent, as provided herein. 

Sec. 6. Issuance of statements of avail¬ 
ability by employers. An individual 
whose last employment is or was in an 
essential or locally needed activity shall 
receive a statement of availability from 
his employer if: 

(a) He has been discharged, or his 
employment has been otherwise termi¬ 
nated by his employer, or 

(b) He has been laid off for an indefi¬ 
nite period, or for a period of seven or 
more days, or 

(c) Continuance in his employment 
would involve undue personal hardship, 
or 

(d) Such employment is or was at a 
wage or salary or under working condi¬ 
tions below standards established by 
State or Federal law or regulation, or 

(e) Such employment is or was at a 
wage or salary below a level established 
or approved by' the National War Labor 
Board (or other agency authorized to 
adjust wages or approve adjustments 
thereof) as warranting adjustment, and 
the employer has failed to adjust the 
wage in accordance with such level or to 
apply to the appropriate agency for such 
adjustment or approval thereof. 

Sec. 7. Issuance of statement of avail¬ 
ability by United States Employment 
Service . A statement of availability 
shall be Issued promptly to an individual 
when any of the circumstances set forth 
in Section VI is found to exfet in his 
case. If the employer fails or refuses to 
issue a statement of availability to an 
individual entitled to such statement, the 
United States Employment Service of the 
War Manpower Commission, upon find¬ 
ing that the individual is entitled there¬ 
to, shall issue a statement of availability 
to the individual. 

Sec. 8 . Referral iti case of under-utili¬ 
zation. If an individual is employed at 
less than full time or at a job which does 
not utilize his highest recognized skill 
for which there; is a need in the war ef¬ 
fort, the United States Employment 
Service may. upon his request, refer him 
to other available employment in which 
it finds that the individual will be more 
fully utilized in the war effort. 

Sec. 9. Workers who may be hired only 
upon referral by the United States Em¬ 
ployment Service. A new employee may 
not be hired solely upon presentation of 
a statement of availability, but may be 
hired only upon referral by, or in ac¬ 
cordance with arrangements with, the 
United States Employment Service when: 

(a) The new employee has not lived 
or worked in the locality of the new em¬ 
ployment throughout the preceding 30- 
day period: 

(b> The new employee's last regular 
employment was in agriculture and he is 
to be hired for non-agricultural work, 
Provided, That no such individual shall 
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be referred to non-agricultural work ex-. 
cept after consultation with a designated 
representative of tjie War Food Admin¬ 
istration, And provided. That such an in¬ 
dividual may be hired for non-agricul- 
tural work for a period not to exceed six 
weeks without referral or presentation 
of a statement of availability. 

(c) The new employee is a male 
worker 16 years of age or older. 

Sec. 10. Hiring of workers last em¬ 
ployed in certain occupations in lumber¬ 
ing and mining , milling, smelting, and 
refining activities. (a) A statement of 
availability issued to a worker whose last 
employment is or was in an occupation 
specified in Appendix A, (Occupations 
in activities in which manpower short¬ 
ages threaten critically needed produc¬ 
tion) shall indicate that the worker has 
been so employed. 

<b) A new employee whose statement 
of availability indicates that his last em¬ 
ployment is or was in an occupation 
specified in Appendix A may not be hired 
solely upon presentation of a statement 
of availability, but may be hired only 
upon referral by, or in accordance with 
arrangements with the United States 
Employment Service. 

Sec. 11. Employment ceilings. The 
State Manpower Director may fix for all 
or any establishments in the State of 
Colorado fair and reasonable employ¬ 
ment ceilings limiting the number of em¬ 
ployees or specified types of employees 
which such establishments may employ 
during specified periods. Such ceilings 
will be determined on the relative ur¬ 
gency of the establishments products or 
services to the frar effort, their actual 
labor needs and the available labor sup¬ 
ply. Except as authorized by the State 
Manpower Director or his representa¬ 
tive, no employer shall hire any new T em¬ 
ployee for work in such establishment if 
the hiring of such employee would result 
in such establishment exceeding the em¬ 
ployment ceiling currently applicable 
to it. 

Sec. 12. Release of workers hired con¬ 
trary to program. Any employer shall, 
upon written request of the United States 
Employment Service, release from em¬ 
ployment any worker whom it has hired 
contrary to the provisions of this pro¬ 
gram. Any worker so released shall be 
issued or denied a statement of avail¬ 
ability or referred, so far as practicable 
on the basis of the facts existing when 
he was improperly hired. 

Sec. 13. Short term employment. In 
order to facilitate the employment of in¬ 
dividuals during vacation,'off-season, or 
similar short periods, the United States 
Employment Service may, upon consent 
of the worker entitled thereto, issue 
statements of availability or referral 
cards containing limitations as to the 
length of time for which the worker is 
available for employment. Upon termi¬ 
nation of the assigned time limit, such 
worker may be rehired by their former 
employers. 

Sec. 14. Exclusions. No provision of 
the employment stabilization program 
shall be applicable to: 

(a) The hiring of a new employee for 
agricultural employment; 


(b) The hiring of a new employee for 
work of less than seven days' duration, 
or for work which is supplementary to 
the employee's principal work; but such 
work shall not constitute the individual's 
•‘last employment" for the purpose of 
the program, unless the employee is cus¬ 
tomarily engaged in work of less than 
seven days’ duration; 

(c) The hiring of an employee in any 
Territory or possession of the United 
States, except Alaska and Hawaii; 

(d) The hiring by a foreign. State, 
county, or municipal government, or 
their political subdivisions or their 
agencies and instrumentalities, or to the 
hiring of any of their employees, unless 
such foreign. State, county, or municipal 
government or political subdivision or 
agency or instrumentality has indicated 
its willingness to conform to the maxi¬ 
mum extent practicable under the Con¬ 
stitution and laws applicable to it, with 
the program; 

(e) The hiring of a new employee for 
domestic service, or to the hiring of a new 
employee whose last regular employment 
was in domestic service; 

(f) The hiring of a school teacher for 
vacation employment or the rehiring of 
a school teacher for teaching at the ter¬ 
mination of the vacation period. 

Sec. 15. Appeals. Any worker or em¬ 
ployer may appeal from any act or fail¬ 
ure to act by the War Manpower Com¬ 
mission under the Employment Stabili¬ 
zation Program, in accordance with reg¬ 
ulations and procedures of the War Man¬ 
power Commission. 

Sec. 16. Content of statements of 
availability. A statement of availability 
issued to an individual pursuant to the 
program shall contain only the indi¬ 
vidual's name, address, social security 
account number, if any, the name 
and address of the issuing employer; or 
War Manpower Commission officer and 
office, the date of issuance, and such 
other information not prejudicial to the 
employee in seeking new employment as 
may be authorized or required by the 
War Manpower Commission. 

Sec. 17. Retention of statement of 
availability or referral card by employer . 
Each employer upon hiring a worker 
upon presentation of a United States 
Employment Service referral card or a 
statement of availability where referral 
cards are not necessary, shall retain and 
file such statement or referral card and 
shall make these cards and statements 
available for inspection upon request of 
the United States Employment Service. 

When a worker is employed who does 
not need a referral card or a statement 
of availability, the employer shall retafn 
a signed statement in his file showing 
the worker’s name, address, last em¬ 
ployer, and final employment date of the 
worker's last employment. This state¬ 
ment shall be retained in the file in lieu 
of the statement of availability or re¬ 
ferral card. 

Sec. 18. Solicitation of workers . No 
employer shall advertise or otherwise so¬ 
licit for the purpose of hiring any indi¬ 
vidual if the hiring of such an individual 
would be subject to restrictions under the 
employment stabilization program, ex¬ 


cept in a manner consistent with such 
restrictions. 

Sec. 19. Hiring and discharge. The de¬ 
cision to hire or refer a worker shall be 
based on qualifications essential for per¬ 
formance of or suitability for the job, 
and shall be made without discrimina¬ 
tion as to race, color, creed, sex, national 
origin, or except as required by law. citi¬ 
zenship. 

(b) In order to obtain the maximum 
utilization of available manpower, em¬ 
ployers engaged in essential or locally 
needed activities shall refrain from dis¬ 
charging workers except for gross mis¬ 
conduct: Provided, That insofar as it will 
not interfere with the effective prosecu¬ 
tion of the war, no employer shall be ex¬ 
pected to retain in his employment, a 
worker who is incompetent or who fails 
to conform to reasonable shop rules or 
standards of conduct. 

Sec. 20. Continuance on job. Pending 
the issuance of a statement of availabil¬ 
ity or referral card to a worker, he should 
remain on his job. 

Sec. 21. Representation. Nothing con¬ 
tained in the program shall be construed 
to restrict any individual from seeking 
the advice and aid of, or from being rep¬ 
resented by, the labor organization of 
which he is a member or any other rep¬ 
resentative freely chosen by him, at any 
step in the operation of the program. 

Sec. 22. General referral policies. No 
provision in the program shall limit the 
authority of the United States Employ¬ 
ment Service to make referrals in ac¬ 
cordance with approved policies and in¬ 
structions of the War Manpower Com¬ 
mission. 

Sec. 23. Enforcement of program. 
(a) Violations of this program which 
constitute violations of War Manpower 
Commission Regulation No. 4 as amended 
August 16, 1943. issued pursuant to Ex¬ 
ecutive Order 9328, are subject to the 
penal provisions of the act of October 2, 
1942, (Pub. No. 729, 77th Cong.); the 
provisions of § 4001.10 of the regulations 
of the Economic Stabilization Director is¬ 
sued October 27, 1942, apply to all wages 
or salaries paid in violation of Regula¬ 
tion No. 4. 

(b) A statement of availability shall 
be issued by the United States Employ¬ 
ment Service to any individual in the 
employ of an employer's or any other 
appropriate sanction may be invoked by 
the War Manpower Commission against 
an employer or worker who the War 
Manpower Commission finds, after no¬ 
tice, hearing and final decision, has not 
complied with any War Manpower Pro¬ 
gram, regulation, or gplicy, and for so 
long as such employer or worker con¬ 
tinues his non-compliance after such 
finding. 

Sec. 24. Collective bargaining agree¬ 
ments. No part of this stabilization pro¬ 
gram shall be construed to be in conflict 
with the requirements of any Federal or 
State law or any collective bargaining 
agreements, so long as such agreement is 
consistent with applicable War Man¬ 
power Commission policies, procedures, 
and standards. 


A 
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Sec. 25. Effective date. This program 
as amended shall become effective 12:01 
a. m. January 25,1945. 

Dated: January 24, 1945. 

L. A. West, 

State Manpower Director, 

Approved: January 24,1945. 

♦John E. Gross, 

Regional Director XI. 

Appendix A— Occupations in Lumbering and 

Mining, Milling, Smelting, and Refining 

Activities 

I. All production and maintenance occupa¬ 
tions in the following activities: (a) Min¬ 
ing, dressing, and beneficiating (milling) of 
all minerals, with the exception of coal and 
the precious metals; 

(b) Removal of overburden, sinking of 
shafts, development of new ore bodies, and 
similar services performed preparatory to the 
mining of the minerals specified above; 

(c) Prospecting and exploration activities, 
in connection with the development of the 
minerals specified above, carried on in ac¬ 
cordance with an authorization of or with 
the aid of a governmental agency, or as a 
substantial organized and responsible pur¬ 
suit under a bona fide contract or author¬ 
ization; 

(d) Primary smelting and refining of the 
minerals specified above. 

II. All production and maintenance occu¬ 
pations in coal mining. 

HI. All production and maintenance oc¬ 
cupations in the following activities: (a) All 
logging operations, irrespective of whether 
such operations are conducted by logging 
contractors or are carried on in combination 
with the operation of sawmills or pulp mills; 

(b) All operations of sawmills, including 
the operations of box factories operated in 
conjunction with sawmills at the same plant 
site but excluding sawmills carried on pri¬ 
marily In conjunction with pulp mills, shin¬ 
gle mills, match block and match plant op¬ 
erations, cooperage stock mills, cooperage 
establishments, and furniture establish¬ 
ments; 

(c) All operations of planing mills en¬ 
gaged primarily in the production of dressed 
lumber, but excluding planing mills pri¬ 
marily engaged in the production of finished 
mill products such as shingles, doors, 
sashes, window frames, match blocks, and 
match planks and similar products; 

(d) Veneer mill operations, including all 
activities Incident to the production of ve¬ 
neer; 

<e) Plywood mill operations, including all 
activities Incident to the production of ply¬ 
wood. 

The term production and maintenance oc¬ 
cupations includes all engineering, technical, 
supervisory, service, and clerical occupations 
required in connection with the production 
and maintenance operations in the activities 
specified above. The term does not include 
occupations carried on in administrative of¬ 
fices removed from the site of productive 
operations. 

[Supp. 1] 

Designed to provide further channeling of 
workers to essential war production. x 

Section S-l. Introduction. This Supple¬ 
ment No. 1 to the Colorado employment sta¬ 
bilization program Is hereby made a part 
of the Colorado employment stabilization 
program, as amended, and Implements par¬ 
ticularly the provision for priority referral 
or male workers and employment ceilings. 

(a) Purpose. Supplement No. 1 developed 
for the State of Colorado is a program de¬ 
signed to provide for the systematic alloca- 

°h of the State’s available labor supply 


among the necessary establishments, based 
on their relative importance in the war 
effort. Its purpose is to insure that all neces¬ 
sary establishments may secure a sufficient 
number of workers to meet their production 
schedules or to render adequate service to 
the war effort. It aims to provide for an 
equitable distribution of workers on a prior¬ 
ity basis. It is devised in such a way as to 
give priority treatment to establishments in 
accordance with carefully defined criteria as 
set forth in section S-2. It has as its ob¬ 
jective the matching of total labor demands 
to the available supply and. as part of its 
operation, it will seek to bring about neces¬ 
sary adjustments between supply and demand 
estimates. A program to accomplish these 
objectives includes three general sub¬ 
divisions, namely; (1) establishment of man¬ 
power priorities, (2) establishment of em¬ 
ployment ceilings, and (3) referral of work¬ 
ers in accordance with priorities and ceilings 
so established. 

(b) Authority. This supplement is estab¬ 
lished by the State Manpower Director of 
the War Manpower Commission with the 
concurrence of the several Area Labor-Man¬ 
agement Committees pursuant to the author¬ 
ity granted under War Manpower Commis¬ 
sion Regulation No. 7, as amended. This 
program has been approved by the Regional 
Director of the War Manpower Commission. 

(c) Effective date. Supplement No. 1 to 
the Colorado employment stabilization pro¬ 
gram as amended shall become effective 12:01 
a. m.. January 25. 1945. 

(d) Definitions. (See definitions in em¬ 
ployment stabilization program as amended). 

(e) Employee exemptions. Exclusions 
listed in section 14 of the employment stabi¬ 
lization program as amended In addition to 
the following types of workers shall be ex¬ 
empted from all of the provisions of Supple¬ 
ment No. I to the Colorado employment 
stabilization program. 

(1) Workers under 16 years of age. 

(2) Honorably discharged veterans of 
World War II (except that no non-exempt 
worker may be hired at any time if the total 
number of non-exempt workers plus ex¬ 
empted veterans equals or exceeds an estab¬ 
lished employment ceiling.) 

(3) Part-time workers (workers who are 
not available for and do not perform work 
in excess of 30 hours during any seven con¬ 
secutive day period.) 

(4) Apprentices hired in accordance with 
approved apprenticeship standards and who 
are registered with state or federal appren¬ 
ticeship agencies. 

Sec. S~2. Manpower Priorities Committee — 
(a) Authority, composition and purpose of 
the Committee. A manpower Priorities Com¬ 
mittee is established to determine the 
relative urgency of the labor needs of estab¬ 
lishments In the State of Colorado and to 
recommend employment ceilings and priori¬ 
ties to the State Manpower Director. The 
Priorities Committee Shall consist of a repre¬ 
sentative of each of the following agencies: 

(1) Aircraft Resources Control Office. 

(2) Navy Department. 

(3) Office of Civilian Requirements. 

(4) Office of Defense Transportation. 

(5) Selective Service System. 

(6) Smaller War Plants Corporation. 

(7) Solid Fuels Administration. 

(8) United States Civil Service Commis¬ 
sion. 

(9) War Department. 

(10) War Food Administration. 

(11) War Manpower Commission. 

(12) War Production Board. 

As necessary, representatives of other gov¬ 
ernment agencies may also be appointed to 
the Committee or invited to participate in 
Committee proceedings when their Interests 
are affected. 
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The State Manpower Director will act as 
Chairman of the Manpower Priorities Com¬ 
mittee. The Committee will recommend 
priorities in each of the administrative areas 
within the State in order of their importance 
within the area. 

(b) Functions of the Manpower Priorities 
Committee. Based on urgencies determined 
by the Production Urgency Committee for 
Colorado or the National Production Execu¬ 
tive Committee the Manpower Priorities 
Compaittee shall: 

(1) Recommend employment ceilings and 
adjustments thereto to the State Manpower 
Director. 

(2) Recommend manpower priorities and 
adjustments thereto to the State Manpower 
Director in accordance with criteria listed in 
paragraph (d) of this section. 

(3) Based upon realistic supply and de¬ 
mand estimates provided by the State Man¬ 
power Director, recommend to procurement 
agencies feasible contract reallocations or 
cut-backs which should be made to achieve 
a better balance of supply and demand in 
the State. 

(4) Review priority designations and em¬ 
ployment ceilings as often as necessary in 
the light of changing conditions recommend¬ 
ing any needed revisions. 

(5) Assist the State Manpower Director in 
securing compliance with War Manpower 
Commission policies by establishments who 
are granted priority designations. 

(c) Standards. In establishing employ¬ 
ment ceilings and manpower priorities, full 
consideration shall be given to th£following: 

(1) The establishment is on a 48-hour min¬ 
imum workweek in all departments not spe¬ 
cifically exempted by the War Manpower 
Commission. 

(2) There Is full utilization of women on 
all Jobs suitable for women, and an active 
program to transfer full-time male workers 
from jobs which women or part-time workers 
can perform. 

(3) There is centralization of all problems 
relating to manpower and an effective pro¬ 
gram of in-plant employer-employee relation¬ 
ships. 

(4) Personnel records indicate hires from 
all sources, losses In personnel, absenteeism, 
turnover, etc. maintained in an orderly and 
adequate manner. 

(5) There Is full utilization of all qualified 
workers. 

(6) There is full compliance with War 
Manpower Commission regulations. 

(7) There are adequate in-plant training 
and upgrading programs. 

(8) Restrictive hiring specifications of the 
establishment have been eliminated ns far 
0 ^ possible. 

(9) Job openings. Indicating minimum 
needs, have been submittted to the United 
States Employment Service or authorized 
hiring agencies. 

(10) Wages and working conditions meet 
the standards set by State and Federal laws. 

(11) Wages and salaries equal or exceed 
wage standards established for this State by 
the War Labor Board, or other agency au¬ 
thorized to adjust wages, or there is evi¬ 
dence of application for adequate adjust¬ 
ments in accordance with such standards. 

(d) Priority classification. Priorities are 
to be assigned to order for specific numbers 
and kinds of workers. There are five priority 
designations to be used as follows: 

Category 1: Only orders of exceptional im- 
port^ice to the national war production 
effort will be placed In this category. Orders 
may be placed In category 1 only by the 
Chairman of the National Priorities Com¬ 
mittee, except that orders for Manhattan 
District Project establishments (highly criti¬ 
cal secret projects) may be placed In category 
1 by the State Manpower Director, provided 
the orders meet the criteria for category 3. 
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Category 2: Selected orders which meet the 
criteria for category 3, 4 or 5 may be placed 
In this category in order to meet emergen¬ 
cies which may result in production break¬ 
downs or services delays directly affecting 
essential production or community health 
and welfare. The total number of openings 
which may be placed in this category at any 
time shall be limited to 5 percent of the 
total local priority openings in categories 
1, 3. 4 and 5. The purpose of this category 
is to provide speedy referral service to meet 
emergency situations which require it. 

Category 3: The only orders which may 
be placed in this category are those from 
establishments which are producing an Item 
or performing a service which has been desig¬ 
nated as a ••must’* Item or service. "Must” 
items or services are those which have been 
determined by the Production Executive 
Committee at Washington, D. C., to be "be¬ 
hind schedule" nationally. To warrant a 
category 3 priority, an establishment must 
be behind on its Individual schedule on 
“must” production or services for manpower 
reasons or threatening to become so because 
of an expanded schedule. Local urgency 
ratings equivalent to "must” ratings may be 
assigned to establishments whose produc¬ 
tion or services are deemed of equal Impor¬ 
tance to the national war effort. Orders for 
workers who will not be engaged in "must” 
production or services, or on production or 
services assigned a local urgency rating of 
equivalent rank, will not be placed in this 
category. * 

Category 4: The only orders which may be 
placed in this category are those from estab¬ 
lishments engaged In "must” production or 
services, or production or services assigned 
a local urgency rating of equal rank, which 
are not behind on their individual schedules, 
but which are in need of additional man¬ 
power in order to maintain such schedules. 
Orders which qualify for category 3 designa¬ 
tions may be placed In this category if the 


State Manpower Director determines that the 
orders can be filled by being placed in cate¬ 
gory 4. 

Category 5: Orders from, essential and lo¬ 
cally needed firms may be placed In this 
category if the orders require preferential 
treatment in referral and the establishments 
are engaged in production or service which 
is deemed highly essential to the war effort 
or related civilian economy, and if the estab¬ 
lishments are behind schedule or threaten 
to become so because of expanded schedules. 

Sec. S~3. Employment ceilings—(a) Area of 
coverage. Employment ceilings shall be es¬ 
tablished for all employers in the State of 
Colorado. 

(b) Method of establishment. Employ¬ 
ment ceilings shall be established as fol¬ 
lows: (1) For employers in Administrative 
Areas 2. 8 and 4 who report anticipated de¬ 
mands on War Manpower Commission forms 
ES-270, the employment celling shall be the 
number of male workers anticipated to be 
needed on July 1. 1944 as indicated on the 
reports for May 1944. 

(2) For other essential and locally needed 
employers in Administrative Areas 2. 3 and 
4. the employment ceiling shall be the num¬ 
ber of male workers who were actively em¬ 
ployed by the employer in the establishment 
as of June 1, 1944. 

(3) For all employers in Administrative 
Area 1 and all less essential employers in 
Administrative Areas 2. 3 and 4. the em¬ 
ployment celling shall be the number of male 
workers who were actively employed by the 
employer in the establishment as of October 
15, 1944. 

(c) Emergency hiring authorization. The 
United States Employment Service may au¬ 
thorize emergency hiring in excess of estab¬ 
lished ceilings. Such authorizations are sub¬ 
ject to post review by the Manpower Prior¬ 
ities Committee. 

Sec. S-4. Priority referrals —(a) Referral 
policy. All offices of the United States Em¬ 


ployment Service in Colorado will be gov¬ 
erned by the following standards in the re¬ 
ferral of workers to employers: 

(1) To the greatest degree consistent with 
war needs, workers subject to priority referral 
shall be given the maximum possible freedom 
of choice as to the jobs they wish to accept 
and employers shall be given the maximum 
possible freedom of choice as to the workers 
they wish to employ, except that such wooers 
shall accept Jobs and employers shall hire 
such workers only through the United States 
Employment Service or in accordance with ar¬ 
rangements with the United States Employ¬ 
ment Service. To achieve this objective, the 
United States Employment Service or other 
authorized referral agencies shall offer to each 
worker successive Job opportunities for which 
he is qualified in essential and locally needed 
activities in accordance with established 
manpower priority designations. 

(2) On the basis of the stringency of the 
labor market situation and the urgency of 
production in an area, the 6tate Manpower 
Director or his representative may limit the 
number of Jobs offered a worker, exclusive of 
those Jobs which the worker has good cause 
for refusing. 

Sec. S-5. Hiring restrictions . (a) No em¬ 

ployer may hire any worker from the United 
States Employment Service or from any other 
source in such numbers as to exceed his em¬ 
ployment celling unless specifically author¬ 
ized to do so by the State Manpower Director 
or his representative. 

Sec. S-6. Reports, (a) Employers may be 
requested to supply the United States Em¬ 
ployment Service or the War Manpower Com¬ 
mission with periodic employment reports 
indicating such factors as male employment, 
female employment, part-time workers, and 
types of production. 
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